RODUCT 
NGINEERING | 


eel sx By RWARWY 1OLe = = 
In CONGRESS. Juty 4, 


g mattintons Declaration os. ceum mun DG 


Wott ie Lone Kennan cvetile Warnes maayloors, om fal a 
‘Sohne od seni cg apn mp ha eb . 
ou seed 
erates arpa pe Ee 
ca ap (Prmssccrer cating’ ; 
aad 






vse spe 


Victory goes to the side that has the better designed 
and built war equipment and enough of it. 
GENERAL GEORGE C. MARSHALL Chief of Staff 
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Timely information about metals... 
CATALOGUED for your convenience 


Specific answers to many of your questions about the selection, 
fabrication and uses of Nickel alloys are available to you quickly 
from our files. 
This fund of helpful information we have gathered, checked and 
condensed into convenient printed form. The graphs, charts and 
shop guides are especially useful to men handling new materials or 
performing unfamiliar operations . . . and to new employees. This 
literature is available on request. 
You are also offered the assistance of our technical staff in solving 
material problems arising from a temporary lack of Nickel. These 
engineers are offering timely suggestions to many vital industries 
during the present emergency. 
Why not drop us a card asking for list of available literature. 
Your request for the assistance will receive prompt attention. 
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Vibration Control 


Vibrations on the loose must be 
stopped before they reach machine 
frames, foundations, or buildings where 
they create noise, high fatigue stresses, 
or interfere with other equipment. 
Selecting flexible mountings to do this 
job is not guesswork—it is a good 
mathematical problem. Lead article this 
month gives all the facts, formulas and 
figures that should be applied, describes 
types of mountings, and suggests appli- 
cations. Author: Leon Wallerstein, Jr., 
vibration engineer of Lord Manufac- 
turing Company. 


Aircraft Welding 


Reference Book Sheet this month 
gives the formula for determining 
strength of fusion welded joints in air- 
craft tubing and sheet, and gives a 
nomograph for quickly finding the 
allowable load. A nomograph is also 
presented for quick determination of 
welding rod required. All this handy 
information is based upon Specification 
ANC-5, and is prepared by R. R. Wiese, 
former Propuct ENGINEERING western 
editor who is now with Fleetwings, Inc. 


Time Delay Relays 


Adding to the sketches presented last 
month in “Electrical Timing Devices,” 
this month’s mechanism spread presents 
a dozen more ideas for timing electrical 
circuits. Diagrams of circuits are given 
in a 3-page reference chart prepared by 
R. B. Immel of Westinghouse. Circuits 
are classified by types, length of in- 
tervals, accuracy, and other factors of 
importance to the product engineer. 


Look Over Your Scrap Pile 


“In Japan they put to good use all 
of the 32,000 ounces in a ton of steel. 
In contrast we are wasteful and extrava- 
gant,” said Editor George Nordenholt 
in last month’s editorial. But industry 
can no longer afford to be wasteful. 

One of the best ways to save materials 
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is to salvage worn or improperly ma- 
chined parts. Salvage castings by 
welding. Redesign to eliminate inherent 
defects. Treat porous castings with 
plastics. Braze cracked castings. Build 
up worn or undersized parts by weld- 
ing, metal spraying, or chromium plat- 
ing. All these salvage methods are 
described on pages 78 to 80. 


Toggle Design 


If a toggle mechanism is improperly 
designed, its members may be far from 
overstressed and yet the frame may 
stretch enough to let the toggle snap 
over the center. When that happens it’s 
a mighty tough job to pull the toggle 
back to where it belongs. Hans A. 
Illing, in an article beginning on page 
68, presents the calculations required 
to design the toggle properly, and gives 
a convenient curve from which the 


lar brasses during peacetime, are part 
of the Wilkins-Bunn series. Since cad- 
mium is a strategic material, the cad- 
mium data sheet not only compares 
cadmium and galvanizing, but also tells 
how to find substitutes for cadmium. 
Although deposits of mica in South 
America are of good quality, there is a 
definite shortage on this continent of 
skill and cheap labor to split the mica. 
See pages 97 to 99 for ways to avoid 
using high-grade mica-splittings by 
substituting lower grade mica. 
Carbon-molybdenum steels, excel- 
lent in high-temperature service, are 
covered on pages 100 and 101. Data 
covers workability, properties and how 
moly content affects heat treatment. 


Spring Steels 


Last month, in Part I of this series 
by H. Carlson, Propuct ENGINEERING 


necessary factors may be selected. presented background information on 
stee! and wire manufacture, and gave 
data comparing strength, properties, 
tolerances, etc., with specific data on 
hard-drawn steel spring wire. 

“In This Issue” last month promised 
that the job would be finished with 
Part II this month. Sorry, but the ar- 
ticle was longer than we had expected, 
and it is well worth dividing the re- 
mainder between this month and the 


Materials Data 


Common high brasses, cadmium coat- 
ings, mica conservation, carbon-molyb- 
denum steels, and data on silver coated 
steels are covered in this month’s 
special materials section beginning on 
page 102. Data on one group of common 
high brasses, which are the most popu- 





AT'S COMING — 
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Hydraulic Cylinders for Aircraft 


Hydraulic actuating cylinders for aircraft are undoubtedly the most exacting of 
any hydraulic equipment. They are similar to hydraulic jacks in basic design, but 
there the similarity ceases. Chief limitations of weight and dimensions call for unique 
design details. Beginning next month, James E. Thompson and Rodney B. Campbell 
of Vultee Aircraft, Inc., will describe the factors involved, and will show how to 
develop both the estimated and detailed designs. Thompson, you may recall, was 
co-author of Propuct ENGINEERING’s 1940-41 series on “Steel Tube Fuselages’”—still 
much in demand—and he has a record for doing a complete job in his articles. 


Acceleration-Sensitive Governors 


Accurate centrifugal governors can regulate speed of a machine to within 0.05 
percent, but the nature of the device makes it extremely difficult to eliminate hunting. 
If an inertia governor is added in combination with an ordinary centrifugal governor, 
the result will be close control of speed with no hunting. See March Propuct 
ENGINEERING for sketches of acceleration-sensitive governors and the theory. 


Selenium Rectifiers 


Nearly 90 percent of all metallic-junction rectifiers in use abroad are of the 
selenium type, latest figures indicate. In this country, with selenium available in 
unlimited quantities, production got off to a late start in 1938. Now selenium rectifiers 
are “going places” in industrial uses. Characteristics, applications, and data required 
for specific rectifier designs will be presented in March. 


Heat-Resisting Varnishes 


In order to increase the life and serviceability of coils in electrical apparatus, 
special impregnating varnishes have been developed. One type of such varnish will 
be discussed by L. E. Frost and Graham Lee Moses of Westinghouse in March P.E. 
Curves and test results will be included in the article. 








March issue. Part II, page 89 of this 
issue, gives data on music wire an 
oil-tempered spring steels. Next month: 
chromium-vanadium and_ silicon-map. 
ganese steels. 


Patent Procedure 


If a product engineer has just de. 
veloped a device, heavy machine oy 
dime-store gadget, one of the first ques. 
tions is: can he get a patent for jt? 
Even before that is answered, another 
one pops up: what rights will his paten 
give him if he does get one? The an. 
swers to these questions cannot he 
completed without a lifetime’s study, 
but Mr. Miles Henninger does g 
fundamental job in 3 pages, beginning 
on page 82, by explaining the nature of 
a patent. 


Urea Plastics 

Urea-formaldehyde resins today are 
just as hard to obtain for non-defense 
uses as any plastic material, but design 
planning and thinking is keeping an 
important place for them in defense 
designs now and in all designs for the 
future. If you are going to consider 
plastics in your products for good 
electrical properties or attractive color 
possibilities, read “Urea Plastics” be. 
ginning on page 93. Urea molding con- 
pounds, waterproof adhesives, plywood 
cements, and surface finishes are all 
covered. Dr. M. H. Bigelow, Plaskon, 


Inc., wrote the article. 


F. B. I. Teaches 


Hitler and the Japs are aching to get 
a glimpse of what’s going on in Ameri- 
can drafting rooms, so they have 
reached out with subversive. swastika- 
tattooed hands of espionage and 
sabotage to spy upon and disrupt Amer- 
ican industry. Months ago the F. B. 1 
painstakingly began to teach industry 
how to guard itself, and emphasized 
protection of new designs, blueprints, 
and other confidential documents. Best 
protection methods, illustrated with 
anecdotes on how not to do it, are 
described on page 85. Author: J. Edgar 
Hoover. 


Ceco—Seco 


Leading Modern Designs for Feb- 
ruary are a Swiss-type precision screw 
machine and an automatic continuous 
weigh coal scale. Principal design fea 
tures of the screw machine are its 
independent variable-speed units. The 
coal scale is an excellent example of 
welded dust-tight housing construction. 
Coincidence: pronunciation of _ the 
names Ceco (screw machine) and Seco 
(coal scale). 





ON 1 


quot 
“Vic 
built 
pute 
Holl: 
of a 
abov 
emp! 
calls 
neer 
wint 


forn 
and 
and 
desi 
sacr 
and 
the 

be 1 
the 

fact 
and 


mer 
of 1 
But 





this 
and 
nth: 


de. 


jues- 
it? 
ther 
itent 
 an- 


wudy, 
~ 
ning 
re of 


are 
fense 
>sign 
x an 
fense 
r the 
sider 
good 
color 
” be. 
com: 
wood 
e all 


skon. 


oO get 
meri- 
have 
stika- 
and 

\ mer- 
B. 1. 
‘ustry 
sized 
rints, 
Jest 
with 

, are 
“dgar 


Feb- 
screw 
uous 
1 fea- 
‘e its 
_ The 
le of 
ction. 

the 
| Seco 


PRODUCT ENGINEERING 





GEORGE F. NORDENHOLT, Editor 


Every Design Engineer Can Help 


ON THE COVER of this issue of PRopUcT ENGINEERING we 
quote General George C. Marshall, Army Chief of Staff, 
“Victory goes to the side that has the better designed and 
built war equipment and enough of it.” No one can dis- 
pute this axiom. Ever since the invasion of Belgium and 
Holland, the power of superiority in quality and quantity 
of armaments has been demonstrated repeatedly. The 
above statement by our Army Chief of Staff merely 
emphasizes a fact that is generally recognized and thereby 
calls attention to the highly important part that the engi- 
neering talent in the United States must play in the 
winning of this war. 


Developing war equipment that will be superior in per- 
formance is only a part of the designer’s job. The speed 
and efficiency in manufacturing airplanes, guns, ships 
and mechanized equipment is determined largely by the 
designs developed. Quality of performance must not be 
sacrificed or even endangered but unnecessary accuracy 
and finish must be avoided. The materials used must be 
the best for the purpose but a scarce material should not 
be used where one less scarce will serve as well. Thus is 
the work of the designer of war materiel a controlling 
factor in the effectiveness and efficiency of the war effort 
and the speed of the Victory Program. 


Design engineers not engaged directly in the develop- 
ment of war equipment might underrate the importance 
of their own work in its effect on the Victory Program. 
But by putting forth painstaking effort and using sound 


judgment, such as that which must be applied in the 
design of war equipment, every design engineer makes a 
distinct contribution to the winning of the war. 


Every ounce of material and every minute counts. The 
designer who by carefully checking his calculations and 
drawings reduces the weight of material or man-hours 
required to produce a part, regardless of what the part 
may be, is contributing just that much material and that 
much man-power to the production of a gun, battleship 
or tank. So also is the designer who ingeniously alters the 
layout so that less scrap will be produced in the manu- 
facturing operations or who finds a way to use a less 
scarce material. This is equally true whether the engineer 
be designing machine tools, power shovels, washing ma- 
chines, vacuum sweepers, automobiles or any other 
machine or product that contributes to armaments or is 
essential to the nation’s welfare. 


In such ways and many other ways, design engineers 
everywhere are adding to the power of American industry 
to produce in superabundance better designed and better 
built war equipment. It is this power of American industry 
that will bring victory in the shortest time and with the 
least sacrifice. Every design engineer, regardless of his 
particular job, can contribute substantially to this power. 
If he cannot participate directly in the design of war 
equipment, he still can help by developing designs that 
will require a minimum of scarce material and the least 
equipment and man-hours to produce them. 




















Plate form and tube form shear-type flexible rubber mountings designed to prevent the transfer of vibration to adjacent parts 


VIBRATION CONTROL 


By Means of Flexible Mountings 


LEON WALLERSTEIN, JR. 


Vibration Engineer, Lord Manufacturing Company 


HREE METHODS of vibration 

control are available to the engi- 

neer, (1) mass balancing, (2) 
the use of tuned dynamic absorbers and 
(3) isolation by means of flexible 
mountings. Balancing eliminates a po- 
tential source of disturbance. Dynamic 
absorbers nullify existing vibratory 
forces by setting up equal and opposite 
forces. Flexible mountings prevent the 
transfer of existing vibration to adja- 
cent parts. 

No hard and fast rule can be stated 
to determine which form or forms of 
control should be selected for a given 
application, but a few general comments 
can be offered. Mass balancing, of 
course, is applied to some extent on 
almost every piece of rotating equip- 
ment. The effectiveness of this method 
is limited only by the degree of fineness 
to which the balance can economically 
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be carried. Balancing cannot, however, 
combat vibration set up at frequencies 
other than the rotating speed of the 
balanced part nor from causes other 
than an initially unbalanced condition. 
It is not possible, for example, to elimi- 
nate the effect of torsional vibration 
from an internal combustion engine by 
mass balancing. 

Tuned dynamic absorbers have a 
somewhat limited sphere of application. 
They are found primarily on constant 
speed devices involving unbalanced 
operation, and are also used in a spe- 
cialized form for the purpose of re- 
ducing crankshaft vibration of internal 
combustion engines. 

Flexible mountings, being suitable 
for variable speed operation, find almost 
unlimited use in eliminating the effects 
of vibration. 

It is obvious that a vibratory force 


acting on a rigidly attached body is 
transmitted directly to the supporting 
foundation. It is also apparent that if 
the same force acts on a body floating 
in space, the force is resisted only by 
inertia of the body and that, as a result, 
the body will be accelerated through a 
small oscillatory motion. By support 
ing the body on its base with sufficiently 
soft springs the free condition can be 
approximated, so that a major portion 
of the vibratory force, beimg resisted 
by inertia of the floating mass, does not 
reach the base. The only alternating 
forces exerted on the support are caused 
by slight contractions and expansions of 
the spring in accommodating the move- 
ment of the body. 

The degree of isolation obtained with 
a flexible mounting system can be ex- 
pressed by an equation in which Trans 
missibility is the ratio of vibration 
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transmitted to that which would exist 
with solid attachment, F is the disturb- 
ing frequency, and f, is the natural 
frequency of the mounted assembly. 


1 
Transmissibility = 7—\3—— 
F 
= ) the ” 


To put this into words, for effective 
jsolation the natural frequency f, must 
be considerably lower than the disturb- 
ing frequency F. Specifically, F/f, 
must be at least greater than the square 
root of 2. For values less than the 
square root of 2 magnification rather 
than reduction of vibration will occur 
and when disturbing and natural fre- 
quencies become equal, that is when 
F/f, equals 1, resonance occurs with a 
great increase in transmitted forces. 
Continuous operation at or close to this 
ratio of the two frequencies must be 
avoided. If transmissibility is plotted 
against the frequency ratio F/f,, the 
curve shown in Fig. 1 is obtained. From 
the curve it is clear that when the fre- 
quency ratio F/f is greater than the 
square root of 2 the vibration is re- 
duced, and for values less than the 
square root of 2 the vibration transmit- 
ted is magnified. 

The transmissibility equation applies 
for both translational and rotational vi- 
bration. Use of the equation requires 
calculating the natural frequency of the 
mounted assembly, or the natural fre- 
quencies, if more than one mode of 
vibration is present. Natural frequen- 
cies can be calculated from equations 
in which 

k = translational stiffness of spring system 

in lb. per ft. 
kg = rotational stiffness of spring system in 
Ib. ft. per radian. 
m = W/g = mass in slugs 
= moment of inertia about the center of 
gravity in slugs-ft.? 
6 = 12 W/k = static deflection in in. 
W = weight in lb. 
g = 32.2 ft. per sec. 
f. = natural frequency in cycles per min. 


For pure translation 


fa = 9.55 \ z. (2a) 


This can also be expressed as 


f= = (2b) 


For rotation 


fo = 9.55 \ *e (3) 


These equations are based on a 
mounting system the elastic center of 
which coincides with the center of grav- 
ity of the supported mass. Putting this 
another way, the equations apply when 
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Fig. 1—Transmissibility curve which indicates the ratio of vibration transmitted by a 
flexible support to that which would exist with a solid support at various ratios of the 
disturbing frequency to the natural frequency 
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Fig. 2—Graph showing relationship between static deflection and natural frequency 


the mountings are so arranged that a 
pure couple acting on the supported 
body will cause rotation about its cen- 
ter of gravity and, conversely, a pure 
force applied at the center of gravity 
will cause translation without rotation. 
Variations from this condition will be 
discussed later. ' 

The Transmissibility Equation (1) 
together with Equations (2a or b) and 
(3) confirm what instinct tells us, which 
is, that for a high degree of isolation 
soft -springs are -needed, giving a 
large static deflection and a low natural 
frequency. Equation (26) is rather use- 
ful since it gives natural frequency 
directly in terms of static deflection. 
This is shown by the curve in Fig. 2. 

For convenience in working with 


translational vibration, Equations (1) 
and (2b) have been combined into a 
series of curves as shown in Fig. 3, 
giving percent reduction of vibration 
for any combination of static deflection 
and disturbing frequency. Some com- 
ments may prove useful in applying 
these curves to flexible mounting 
designs. 

The disturbing frequency F is gener- 
ally the operating r.p.m. of the vibrating 
mechanism. If there are geared or 
belted parts, the lowest speed is usually 
taken. 

The deflection must be considered 
with relation to the direction in which 
the vibrating force acts. In other words, 
if vibration is vertical 8 is the vertical 
spring deflection caused by the. weight 
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of the body, but if vibration exists in a 
horizontal plane 6 is the deflection which 
would occur if the weight acted horizon- 
tally instead of vertically. 

The percent reduction to be provided 
by the system naturally depends on the 
intensity of the disturbance and the 
degree of protection required. Few in- 
stallations are designed for less than 
50 percent reduction. For mechanisms 
with large reciprocating forces or heavy 
power impulses about 75 percent or 
higher is desirable, and for protection 
of sensitive instruments and similar 
equipment even greater refinement is 
generally necessary. 

It will be noted that in Fig. 3 the 
area below the zero percent reduction 
line is marked “Region of Magnifica- 
tion,” and that it contains the curve of 
resonance where disturbing frequency 
becomes equal to the natural frequency 
of the system. Operation in this region 
without harmful effect is possible only 
if well away from the resonance point. 
This is mentioned because there may 
be both low and high frequency com- 
ponents of vibration in a single installa- 
tion, and mountings which will provide 
effective reduction of the higher fre- 
quency disturbance may operate in the 
region of magnification with respect to 
the lower. Operation of this nature 
often represents a compromise between 
isolation and stability in installations 
where isolation for the lower disturbing 
frequency would require such a large 
static deflection that an extremely soft 
and unstable mounting system would 
result, whereas isolation for the higher 
frequency is both practical and de- 
sirable. 

As an example, consider a portable 
engine driven compressor with the en- 
gine operating at 1,750 and the com- 
pressor at 400 r.p.m. If the entire out- 
fit is carried on a common base and this 
is supported on mountings having ‘Y¢ in. 
vertical deflection under the total 
weight, it is found from Fig. 3 that in 
this direction a 94 percent reduction 
for vibration generated at engine speed 
is secured, but that the system is in 
almost exact resonance with compressor 
disturbances. By using still softer 
mountings a point could be reached at 
which isolation of compressor vibration 
would be provided, but it is seen that 
deflection greater than ys in. would be 
necessary to do this. On a portable unit 
this degree of flexibility might allow 
too much movement under road shock 
during transportation, therefore, stiffer 
mountings must be considered. On re- 
ducing the static deflection to 2s in. it 
is found that reduction for primary en- 
gine disturbances is now 78 percent, 
but that the system is no longer near 
resonance with compressor disturb- 
ances, though they are still magnified 
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slightly. From Equations (1) and (2b) 
the actual magnification is found to be 
38 percent. 

Installations can be separated into 
two main groups: In the first are in- 
stallations in which the mounted unit 
is to be protected from vibration exist- 
ing in the supporting structure; and in 
the second, installations in which vi- 
bration generated by the mounted unit 
is to be prevented from reaching sur- 
rounding areas. In installations of the 
first group, it is seldom necessary to 
calculate natural frequencies for rota- 
tional modes of vibration because vibra- 
tion of the structure imposes only trans- 


lational action on the mounted assem-, 


bly, in which event the curves of Fig. 3 
alone form an excellent basis for mount- 
ing selection. 

In installations of the second group, 
not only the curves of Fig. 3 must be 
satisfied, but if rotational disturbances 
exist, the natural frequencies in rota- 
tion should be determined and sub- 
stituted in Equation (1) to insure ade- 
quate isolation. In both groups of in- 
stallation it is desirable to place the 
mountings as nearly as possible in a 
plane containing the center of gravity 
to permit maximum flexibility with 
minimum loss of stability. Fig. 4(A4) 
illustrates such an arrangement, and 
Fig. 4(B) shows an arrangement in 
which the mountings are behind the 
center of gravity. In either arrangement 
horizontal vibration would cause only 
horizontal translation of the instrument. 
However, if a vertical disturbance were 
present in the supporting structure, 
both tipping and translation would re- 
sult in the arrangement shown in Fig. 
4(B), whereas in the arrangement 


shown in Fig. 4(A) only pure transla- 
tion would result and the motion of the 
instrument would be much smaller. The 
arrangement shown in Fig. 4(A) is de- 
scribed as a “decoupled” suspension 
since rotational and translational modes 
can occur independently, whereas that 
shown in Fig. 4(B) is a “coupled” 
arrangement. 

Decoupling is of particular value 
when the isolated body is part of a 
mobile installation that is subject to 
shocks and abnormal accelerations 
which would produce greater movement 
of the unit with the suspension shown 
in Fig. 4(B) than with a true center of 
gravity suspension. Examples of this 
are a flexibly mounted radio transmitter 
which is subject to severe road shocks, 
and the instrument panel or the engine 
of an airplane both of which are sub- 
jected to landing and aerodynamic 
shocks, It is also true that with sym- 
metrical suspension of a vibrating body 
alternating couples produce only rota- 
tion about the center of gravity, so that 
no movement of the center of mass is 
experienced, thus translational reac- 
tions are avoided. 

As an_ illustration, consider the 
mounting of radial aircraft engines. 
The first satisfactory system developed 
for this purpose employed shear type 
tube form mountings, shown in Fig. 7. 
These were installed with their axes 
tangent to a circle about the crankshaft 
center line and, due to the engine ar- 
rangement, in a plane considerably be- 
hind the c.g. of the power plant. This 
type of mounting is quite soft axially, 
that is, in the direction which stresses 
the rubber in shear, and comparatively 
stiff radially. The axial flexibility re- 
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Fig. 4—(A) Decoupled suspension, mountings are in the plane of the center of gravity 
of suspended body. (B) Coupled suspension, mountings are not in the plane of center 
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FIG. 5 







































































Fig. 5—Dynafocal suspension for radial aircraft engine. Mountings swung on links 
pointing a little ahead of the center of gravity provide an effective elastic center that 
coincides with the center of gravity at a distance “A” from the mounting plane 


sulted in a sufi.ciently low natural fre- 
quency about the torque axis to provide 
a high degree of isolation for the tor- 
sional vibration generated by the en- 
gine. The overhang moment of the 
engine was resisted radially by the 
mountings which prevented excessive 
droop. The natural frequencies for rota- 
tion about axes perpendicular to the 
thrust axis, that is, pitch and yaw mo- 
tions, were comparatively high so that 
should severe pitching or yawing cou- 
ples have been present the isolation 
would not have been adequate. With 
the advent of higher horsepower en- 
gines with slow turning propellers, 
particularly the two-row radial engine, 
such couples appeared and it became 
necessary to lower the resistance to 
pitching and yawing motion. To do this 


by making the mounting softer radially 
would have accomplished the point, but 
would have resulted in so much droop 
as to cause excessive motion of the 
engine under landing and aerodynamic 
shocks. 

A more satisfactory solution would 
have been to support the engine directly 
at the center of gravity so that the 
system could be made quite soft in all 
rotational modes, including pitch and 
yaw, without excessive loss of stability. 
This in effect was accomplished by a 
unique arrangement shown in Fig. 5, 
recently developed for radial aircraft 
engines, based on the ideas of Prof. 
E. S. Taylor of the Massachusetts In- 
stitute of Technology and K. A. Browne 
of Wright Aeronautical Corp. Mount- 
ings, instead of being attached di- 





rectly to the airplane structure, are 
swung on links pointing a little ahead 
of the center of gravity of the engine 
Any rotation about the center of gravity, 
pitch for example, causes swinging of 
the top and bottom links which offe 
little resistance. At the same time, the 
links being focused toward the center 
of gravity, fix this point relative to the 
supporting structure so that there jg 
little instability even under considerable 
load. 

It is not usually necessary to go to 
such extremes in order to obtain a cep. 
ter of gravity suspension, since the 
mounting plane can ordinarily be |p. 
cated at or close to the desired point, 
This example, however, illustrates the 
importance that correct mounting loca. 
tion can sometimes assume. 

When explaining the significance of 
Equations (2a), (26) and (3), it was 
stated that they applied only for a cen. 
ter of gravity suspension. Without sym. 
metrical support, pure tranlational mo. 
tion does not occur but appears as a 
tipping or rotational mode about some 
nodal point. Equations (2a) and (2b) 
are therefore not directly applic. 
able. Equation (3) would be useful in 
designs that are without symmetrical 
support, provided the nodal points 
(there are two on any principal axis) 
which are set up at the resonant fre 
quencies of the system could be ascer- 
tained. For then it would be possible to 
determine the body moments of inertia 
and the stiffness of the system about 
these nodes and apply them in Equa. 
tion (3) to obtain the natural frequen- 
cies. Determination of these nodal 
points and corresponding natural fre- 
quencies is beyond the scope of this 
article. However, in an article by K. A. 
Browne entitled “Dynamic Suspension 
—A Method for Mounting Radial Air- 
craft Engines,” in the May, 1939 S.A.E. 
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Fig. 6—(A) Plate form shear type mounting with single-mounting support. (B) Two plate form mountings in series for lateral @ 
well as vertical flexibility. (C) Action of plate mountings in series under lateral load. Fig. 7—Tube form shear type mounting. This 
type and also the type shown in Fig. 6 are designed for axial loading which stresses the rubber in shear 
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Journal, they are worked out for a 
system in which the center of gravity 
js not in the mounting plane, and are 
plotted in the form of easily used 
curves. 

Regardless of construction the chief 
requisite of a mounting is that it shall 
have the proper stiffness for the installa- 
tion in question. Beyond that, form, 
material, and size are purely matters of 
convenience, durability and similar fac- 
tors. Mountings are designed in a va- 
riety of shapes, sizes and materials. 
Steel springs and rubber springs are 
used for the majority of installations. 

In comparing rubber versus steel 
springs, first and most important is the 
fact that rubber possesses sufficient 
damping within itself to “kill” quickly 
transient vibrations resulting from 
shocks or sudden impulses of any kind, 
and to reduce materially amplitudes of 
vibration when the system is passing 
through resonance. Second, rubber 
forms a complete cut-off against trans- 
mission of sound, whereas steel springs 
provide a metallic conducting path. 
Third, with steel springs alone limit 
stops for shocks or overload produce 
sharp metal to metal contact which 
may become annoying or be injurious 
to associated parts, unless cushioned by 
an auxiliary rubber bumper. Rubber 
mountings can incorporate cushioned 
restraint or snubbing within themselves. 
Fourth, steel springs require auxiliary 
guides for restraint against motion nor- 
mal to their axes, whereas rubber shear 
springs form their own frictionless 
guides. Steel springs have the ad- 
vantage of standing up under high tem- 
perature and in the presence of oil 
better than do rubber mountings, al- 
though some of the recently developed 
synthetic rubber substitutes are quite 
good on these counts. Probably the 
greatest usefulness for steel springs is 
where such extreme static deflection is 
required that a rubber mounting be- 
comes excessively large and uneconom- 
ical. Very low speed machinery gener- 
ally involves such conditions. 

The use of rubber in shear is dic- 
tated primarily by the fact that its shear 
modulus of elasticity is lower than its 
tension or compression moduli and that, 
as a result, a given body of rubber 
formed to a reasonable shape will give 
greater deflection if the load is carried 
in shear. Large deflection could also be 
secured in compression if the rubber 
were formed for example into a tall, 
thin column, but such an arrangement 
would obviously be unstable. Further- 
more, rubber can be deflected in shear 
to at least 30 percent of its thickness, 
and is sometimes used at a considerably 
higher value, as compared to a range 
of 15 to 20 percent maximum for com- 
pressive stress. Therefore, a much 
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Fig. 8—Load-deflection curve for vertical snubbing mounting. Motion limiting features 
incorporated in the mountings impose no restriction on their normal action and 
thereby, the efficiency of the system as regards vibration isolation is unimpaired 


thicker compression type mounting is 
required to sustain a given deflection. 
Compression type mountings do offer 
one advantage in that they can bear 
higher unit loadings than rubber in 
shear. This characteristic can be put to 
good use where heavy loads are to be 
carried in a limited space and if fre- 
quencies are sufficiently high so that 
great flexibility is not necessary. 
Rubber in pure tension has not 
proved satisfactory as a load carrying 
material because it is highly sensitive 
to physical injury. Whereas unstretched 
rubber is comparatively difficult to cut, 
it is damaged easily when in tension 
and any defect will progress rapidly and 
cause quick failure of the part. In addi- 
tion, the drift and set of rubber in ten- 
sion is greater than under comparable 
loads of other types, and lastly, it is 
difficult to attach conveniently. 


Shear-Type Mountings 


An elementary form of shear type 
mounting is a sandwich of rubber 
bonded between two metal plates, a de- 
sign which has proved useful within 
limits. The difficulty of safeguarding in 
the event of failure of the mounting, 
and the necessity for bolting both metal 
parts up solid before load can be ap- 
plied, however, have been drawbacks to 
widespread adoption. 

Two basic forms of shear-type mount- 
ings are shown in Figs. 6 and 7, being 
designated as Plate Form Shear Type 
Mountings and Tube Form Shear Type 
Mountings respectively. Both types are 
designed for axial loading, this being 
the direction of greatest resilience since 


the rubber is then stressed in shear. 
Radially the plate form mountings 
range from about 114 to 214 times as 
stiff as their axial spring rates. The 
tube form mountings range from ex- 
tremes of about 4 to 12, depending on 
the size and proportions of the unit. 
This spread makes it possible to pro- 
vide almost any combination of charac- 
teristics that may be necessary for a 
particular installation. Motion limiting 
features can be incorporated in both 
tube and plate form mountings by the 
use of washers at the ends of the center 
members to contact built up rubber 
shoulders under abnormal loading. As 
shown in Fig. 8, this imposes no re- 
striction on normal action of the mount- 
ings so that efficiency of the system as 
regards vibration isolation is unim- 
paired. 

Conditions sometimes arise under 
which severe vibration exists both along 
and perpendicular to the mounting axis, 
so that a high degree of lateral as well 
as axial flexibility is required. Two 
mountings placed in series as shown in 
Fig. 6 accomplish this quite neatly, and 
at the same time double the axial flexi- 
bility. By placing spacers of different 
lengths between the mountings, the lat- 
eral spring rate can be adjusted. 

It is noteworthy that engineers in 
many fields are beginning to make 
vibration analysis as much a part of 
their design procedure as they do stress 
analysis. As a result, in almost all 
phases of industry and transportation 
the benefits of proper vibration control 
are being realized in improved life of 
equipment, in reduction of personnel 
fatigue and in increased comfort. 
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TOGGLE DESIGN 


Calculations for Effects of Frame Deformation 


ECHANISMS employing toggle 

joints are frequently used 

when it is necessary to pro- 
duce a large force by the application 
of a comparatively small force. Fig. 1 
illustrates a mechanism which serves to 
clamp two pieces, indicated by the 
shaded square. Fig. 2 shows a schematic 
drawing of a toggle joint and also a 
diagram of the forces involved. Q is the 
applied force. It is divided into two 
components, R (in the direction of the 
links), the horizontal component of 
which is the effective force P. The 
relation between P and Q is 


= cota 


a 
Q/2 


os P=Q (35 *) (1) 


The ratio between the applied force 
Q and the obtained force P depends on 
the angle “a” and any desired ratio 
appears possible with a compact de- 
sign. This is the main advantage of the 
toggle mechanism. If some other device, 
such as a lever, is used, the ratio P/Q 
is a function of the dimensions of the 
lever. The lever must be long if a large 
value of P/Q is desired; in other words, 
compactness is sacrificed. 

Though the toggle mechanism has 
desirable features, its design presents 
certain difficulties. The links may tend 
to go over “dead centers,” meaning that 
the angle “a” goes through zero and 
becomes negative. Under such condi- 
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tions the forces may be considerably 
higher than expected and the mech- 
anism might be damaged by the re- 
sultant strain. Furthermore, it may take 
a force equal to the one originally 
applied to push the links back into their 
proper position. If there is no provision 
to apply such a force it might be nearly 
impossible to get the mechanism back 
into working condition. Obviously the 
danger that the links might go over 
“dead centers” is greater when the 
angle “a” is small to start with. On the 
other hand, since a small angle is de- 
sirable in order to obtain a large ratio, 
the accompanying design problem is 
well worth solving. It is the aim of this 
article to develop a method of designing 
toggle joints which will eliminate the 
danger of going over “dead centers.” 

A condition in which the links 
straighten out under load can be called 
“unstable” and is readily explained. Let 
it be assumed that a toggle joint has 
been set up with an angle “a” and that 
a force Q is applied. According to 
Equation (1) a force P may be ex- 
pected on the frame. Under this load the 
frame will deflect a certain amount and 
the assumption may be made here that 
this deflection will not be large enough 
to allow the links to straighten out. 
This condition is apparently a stable 
one. The deflection of the frame, how- 
ever, produces a decrease of the angle 
“a”, resulting in a large force P, than 
expected. Of course, a larger force pro- 
duces a larger deflection which in turn 


means a further decrease of the angle, 
The mechanism might or might not be 
stable and only by means of a mathe. 
matical analysis can this be decided, 

In the graph, Fig. 3, the forces are 
shown as ordinates; the abscissa x 
represents the distance from the center 
to the end of the link (point E in Fig. 
2). Let x, be the distance at which the 
toggle joint is supposed to work and 
let P; be the force expected. If point £ 
moves to the right, due to deflection of 
the frame, the force obtained increases 
as shown by curve A. The force re. 
quired to deflect the frame appears as 
a straight line, beginning at E, (pro- 
vided that no part of the mechanism is 
stressed beyond the proportional limit), 
Assume that this straight line is the one 
marked B. The two lines A and B in. 
tersect and at the intersection the two 
forces are equal. To the left of this 
point the force P, obtained from the 
toggle mechanism, is larger than the 
resistance of the frame and causes 
point E to move to the right. However, 
to the right of the intersection the re- 
sistance is larger and forces the links 
back. This is a stable condition. 

If the line D represents the resistance 
of the frame, the two lines, 4 and D, 
do not intersect and there is no stable 
position. Obviously, if the line of re- 
sistance is located in the shaded area, 
the mechanism will be unstable, the line 
C representing the border cases be- 
tween stable and unstable conditions. 

Referring to line B, the distance /{ 
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Fig. 1—Standard toggle joint design indicating acting and 
resultant forces. Acting force Q results in clamping force P 
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Fig. 2—Proportions and relations of the forces are shown in 
above drawing and vector diagram of a toggle joint 
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represents the deflection of the frame 
under the load P; and will be called 
“Expected Deflection.” In reality the 
deflection will be larger, as represented 
by the distance F which we call 
“Actual Deflection.” The mechanism 
will be stable provided f is smaller than 
f. The latter will be called “Maximum 
Expected Deflection.” In any specific 
case to be investigated, f can be cal- 
culated or found by experiment. If / 
were known, a comparison of the two 
values would determine whether or not 
the mechanism is stable. 

In order to find f’, which of course 
is a function of the angle “a”, it is 
necessary to develop first the equation 
of the curve A. For simplification it is 
assumed that the length of the links L 
is one inch and the force Q is one 
pound. Considering similar triangles in 
Fig. 2, the following is obtained 


P X 
1/2- Vv¥i- # 
or a (2) 
2v1-—xX* 


P is expressed as a function of x; in 
other words, Equation (2) is the equa- 
tion of curve A. Required next is the 
equation of a tangent which goes 
through the given point E,. The solu- 
tion of this problem can be greatly 
simplified by assuming temporarily 
that the coordinates of the point of 
contact (x. and P.) are known and x, 
is to be found. The equation of the 
tangent is then 


y— Pr= P(e — 2) (3) 


P can be expressed by means of Equa- 
tion (1) 
Xe 


P, = ——— 4 
: 2V1—22 ( 


- is the derivative of Equation (2) 


and can be found as 

dP 1 

de 2(1— a2) V1 — ae 
By substituting Equations (4) and (5) 


in (3) the equation of the tangent is 
obtained 





(5) 


A X2 = 1 (2 —22) 
2V1— 2x2 21 — 22) V1 — a? 
On this line one point is required for 


which 





y (6) 


y = Oandz = 1 
Substituting these values 
Xe 1 (x — x2) 
2vi—a?  2(1 — 2%) Vi- af 
Simplifying gives the following 





oad — x (1 — 22) = (a1 — 22) 


m1 = 23 (7a) 
a2 = 3V2, (7b) 
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Fig. 3—If the frame’s deflection extends into the shaded area the toggle will go over 
“dead centers” and will be difficult to get back into working position 


Now f may be found. Considering 
similar triangles in Fig. 3 








Sf mH 
Pi, = P, 
or 
P : 
f= P, (te — 21) (8) 


The fraction — is developed separ- 


2 

ately. Applying Equation (2) 
Zi 

P, _2vl—2? _2V1—=2? 


P, Ze2 


2v1 — 2? 





2 V1— 2? 
Replacing x, by x., employing Equa- 
tion (7a) 


P,_ zi v1 — 2? 1 — 2? 


i = 2 
P» teV1 — 28 Vi-a 


H 











a 3 
Since ~ =1l+n-+7n (n being 2’) 


1—*1 
P, x2? 
Pp V1l+2?+4+ 2; 


Dividing numerator and denominator 
by x” 





1 


P, 
> = 9 
P, ee (9) 


x4 Zz Mg 














It is now possible to determine the 
values which will actually be obtained 
from Equation (9). As can be seen 
on Fig. 2 


x= cosa (10) 


The largest value of “a” which must 
be considered is 26° 34’, since for this 


angle P equals Q. For any larger angle 
P is even smaller than Q. 
x, = cos 26° 34’ = 0.89442 
at, = * ¥ 0.89442 = 0.96350 
Substituting this value in Equation (9) 
gives 
P, 


The smallest possible angle is of course 
0 deg., for which 
x,=cos0=1, m2 =1 
and 
P, 


1 
— = —— = 0.577 
P, v3 


varies little and, if an average 





9 


value is accepted, 


P; 

7." 0.567 (11 ) 
the error will not be more than 2 per- 
cent, 

In order to develop the second part 


of Equation (8), (x.—4x,), assume 
mu=1-—z (12) 
Substituting Equations (12) in (7b) 
a =*V¥1l—z (13) 


This expression can be developed 
into a series by means of the Binomial 
Theorem 


Since x equals the cosine of “a”, 
which, as previously explained, can 
only be a small angle, it will not differ 
much from 1; in other words, z will be 
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small and neglecting z*/9 and all the 
following terms gives 


z 


a1=l1- 3 (14) 


The largest error thus made, “a” 
being limited as above, will be about 
2 percent. 

Applying Equations (12) and (14) 


2 2z 
rae ry > 0 6 = 


3 
Replacing z by x, again 


m — m= > (1-2) (15) 
3 
Now, substituting Equations (11) and 
(15) in (8) 
Sf’ = 0.567 X =a — 2) = 0.378 (1 — x) 

Since x, is only an auxiliary quan- 
tity, it is replaced by “cos a”, accord- 
ing to Equation (10), and the final 
equation for the “Maximum Expected 
Deflection” is 

f' = 0.378 (1 — cos a) (16) 

This equation furnishes approximate 
values, the largest error being about 
4 percent. Considering the nature of 
the problem, such an error should 
hardly make any difference. 

The results of Equation (16) are 
shown in the chart Fig. 4. For very small 
angles, however, the equation should 
be used. Equation or chart furnish the 
information necessary to decide 
whether a toggle joint will be stable 
or unstable. It will be stable if the 
deflection /, under the load for which 
the mechanism is intended, is less than 
f as found for the particular angle 
a 4 

Assume that it is required to design 
a frame for toggle mechanism. The 


force to be applied is Q, the force to 
be obtained is P and the length of the 
links is L. In this case the following 
steps must be taken: 

1. Find the angle “a” from Equation 
(1). 

2. Find / for the angle “a” from 
Equation (16) or from the chart, Fig. 
4. Since f is for links of one inch 
length, it must be multiplied by L. 

3. Divide the result by a suitable 
factor of safety S. 

4. Design frame sufficiently strong 
so that the deflection under the given 


load P will be 22 


It should be noted that throughout 
this article the deflection is understood 
to be the deflection of the frame from 
the centerline to the end of one link; 
in other words, it is the deflection of 
half the frame. It should also be kept 
in mind that the deflection of the link 
itself should be included in the calcula- 
tion, since a compression of the link 
decreases the angle in exactly the same 
manner as an extension of the frame. 

As pointed out before and shown on 
Fig. 3, the actual deflection F will be 
more than the expected deflection f. 
The ratio F/f, which is also the ratio 
between the actual and the expected 
force, can be found from the chart 
Fig. 5. Theoretically there should be 
a number of curves for different an- 
gles. These curves, however, would be 
practically identical, especially if S 
equals 2 or more. Consequently the 
chart is only dependable for that range 
of S. It does allow one to find the 
actually obtained force; it can easily 
be seen that for any practical safety 
factor, the actual force exceeds the 
expected force only slightly. 

An application will illustrate the use 


or less. 









of the chart Fig. 4. Assume that a tog. 
gle mechanism as shown in Fig. 1, hag” 


been designed for a load P = 80,00 


Ib. The links are 12 in. long and haye § 


a section of 3 in. by 24% in. The frame 


consists of two beams or heads with — 


a 5 in. by 6 in. section and two tie 
rods of 2 in. diameter. Let the distangg 
between the centers of the rods be ]g 
in. and the length of the rods betweey 
nuts be 42 in. 

It is required to find at what angle 
the mechanism could be operated 
safely, the safety factor being 4. 

The expected deflection can he 
found by calculation. It is composed 
of the deflection of the parts as fol. 
lows: 


compression of one link 0.0043 in. 
bending of one head 0.0036 in. 
extension of the tie rods 

(considered 21 in. long) 0.0090 in. 





0.0169 in. 


This value is to be divided by 12 
(the length of the links) and multi- 
plied by the safety factor 4, the result 
being 0.0056 in. According to Fig. 4 
this is the “Maximum Expected De. 
flection /’” for an angle “a” of about 
10°; consequently the toggle joint 
should be adjusted for this angle. The 
force Q can now be found by means 
of Equation (1). 

Q = 28,000 Ib. 

If a smaller force Q should be de 
sired, the design of the toggle mechan- 
ism must be changed. The frame and 
the links would have to be heavier; 
this in spite of the fact that the con- 
struction, as described above, is heavy 


enough as far as stresses are con- 
cerned. 
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Fig. 4—Graphical presentation of Equation (16) showing, for 
all usable angles, what deflection touches shaded area of Fig. 3 
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Fig. 5—The greater the safety factor the more nearly does de 
signed frame deflection approach the actual deflection 
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IY exe kes oat Designs 


Change pulleys and pickoff gears in 
Ceco precision automatic screw machine 
have been eliminated. In their place, 
City Engineering Company designers 
have put two independent variable- 
speed drive units—one for spindle and 
one for camshaft. Speed adjustments 
can be made by handwheels while ma- 
chine is running, and give infinite speed 
changes and ratios. Dial tells actual 
spindle speeds. Mechanical principles 
involved in tool slides and stock guide 
supports are not new, but are improved 
adaptations of Swiss type screw machines 
used for many years in watch and pre- 
cision instrument manufacture. 
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Variable-Speed Units Drive Screw Machine. 






































Camshaft drive unit, mounted outside on back of base, is standard 
Master Speed-Ranger with 1%4-hp. motor. Two-step cone pulleys drive 
worm-gear unit on camshaft, and double the range of speeds available 
so that the unit can be set for camshaft speeds ranging from one revolu- 
tion in 3 sec. to one revolution in 4 min. 3 sec. 

Spindle drive unit is Speed-Ranger with housing specially designed to 
fit into base of machine. Motor is 144-hp., 1,725 r.p.m. Infinitely variable 
settings of metal-to-metal friction cone drive give spindle speeds ranging 
from 675 to 6,100 r.p.m. Dial on drive unit is calibrated to give direct 
reading of spindle speed. 

In this machine, four tool bits turn and face the work as the revolving 
bar stock is fed forward through the work guide bushing. Guide bushing, 
located just back of the bits, serves as a steady rest. Tools are mounted 
on rocker mechanisms which are pivoted off center of the stock. Rockers 
are actuated by flat cams on camshaft so that tool bits are advanced 
radially or receded from the stock. Odd shapes, radii, and tapers can 
be formed by generating the cams. Drilling and slotting operations are 
performed by attachments. 


Attachments are mounted on pad at end of machine. Drive for 
these attachments is from pulley keyed to projecting end of main drive 
shaft. Coolant pump, Ruthman Gusher type, with 1/10-hp. motor, and 
electrical controls are mounted within base, and are easily accessible by 
opening welded steel door at front of base. Cover plate on side of base 
gives access to spindle drive belt, main drive shaft and bearings. 

(continued on next page) 


| 
| 
| 
| 
| 
































MODERN DESIGNS - Variable-Speed Units (continued) 





Collet for 
driving stock 
fits, here 
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/ clutch bearing 
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Headsteeck travels back and forth 
on ways to feed stock to cutting tools, 
Spindle is of alloy steel, heat-treated 
and ground. Front bearing is porous 
phosphor bronze, with screw take-up ad. 
justment. Rear bearing is self-aligning, 
pre-loaded, double-row ball bearing, 
and also has take-up adjustment. 
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- -~G tubrication Steck is placed in a slit steel tube. 
7 Wire fastened to pusher in tube passes 
ye 7 over pulley and back to counterweight. 
, ale ) mt L_2ty actuated reel, and maintains tension on 
ati ae stock when collet is open and headstock 
i tteal_! is returning for next cycle. When stock 
\ © is nearly used up, flag attached to 
\ Nae pusher contacts limit switch, shutting 
No end LN off motors. Safety features of machine 
play Belt to include automatic stoppage if attach- 
pitas shall? ment drive belt or spindle drive belt 
should break. 
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ps Main drive shaft connects to vari- 
il cup Spindle drive able-speed drive unit through Bond 
: Bond flexible i : r = 
poe i a pulley. coupling. flexible coupling to eliminate vibration 
tata i | 9. ‘y ‘ and give quiet operation of screw ma- 


chine. Double-row, self-aligning ball 
bearing at motor end is sealed and per- 
manently lubricated. Long pulley on 
drive shaft in base permits flat spindle 
drive belt to “walk” back and forth with 
the spindle. Keyed to center of shaft 
is pulley for drive belt of slotting at- 
tachment. This belt passes through port 
in back and over two pulleys to slotter 
mounted at front of machine. Bearing at 
attachment end of drive shaft is also 
double-row, self-aligning ball bearing, 
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lubricated by oil cup. 


Propuct ENGINEERING 





ga 4 —=— as © * if 








forth 
tools, 
eated 
orous 
ip ad- 
ning, 
aring, 


tube. 
passes 
reight- 
ion on 
dstock 
- stock 
ed to 
jutting 
achine 
attach- 
e belt 


mit 
‘itch 





to vari- 
1 Bond 
ibration 
rew ma- 
ng ball 
and per: 
illey on 
spindle 
rth with 
of shaft 
iting at- 
ugh port 
o slotter 
-aring at 
js also 
bearing, 


EERING 








Belt break 


limit switch ~y 


x 
O power stupply 








































































































Auto 
starter dts di de a 
re AZ? 
| oT, 
| is N 
oo Thermal Stock feed 
emer 2 limit switch 
switch t 
Q p T 
o 
Spindle 4 Thermal 
- ie switch 

















oe 1d hp 





Camshatt drive motor, ¢ hp. 
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Micrometers graduated to 00005 in. 





Fer, safety, wiring circuit of Ceco screw machine is such 
that failure of any motor or belt stops machine. 





Graduated micrometer dials permit setting the cutting 
tools to accuracy of less than 0.0005 in. on diameter or step. 


‘Switch in Handle Gives Quick Soldering Heat 








x 
Wickel- chromium 


pushed in, connects 
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‘N é 
\ coils 
‘\ 


N\ 
Porcelain core 


heating coils in paralle/; 
when thumb pressure 
is released, coils are 
in series 












~"""Insulation of 
corrugated mica 
and asbestos 


ene as, 


— Shank of tip extends through 
element with close fit for 
good heat transfer 






\ 
‘Wood handle fits 









Se Nickel-coated copper tip 





hand comfortably, 
balances too/ 








For fast heat when desired, heating 
element of McKinley soldering tool con- 
sists of two separate helical coils that 
are parallel-connected when button in 
handle is pressed, increasing wattage. 
With button released, coils are in series, 
and heat produced is not great enough 
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to damage points if iron is left un- 
used. Chromium-nickel coils are closely 
wound around porcelain core. Electrical 
and heat insulation is provided by cor- 
rugated mica and asbestos wrappings. 
Steel housing prevents admission of cor- 
rosive vapors and provides mechanical 


protection. Element and core is unit 
with terminal leads attached for easy 
removal. Shank of tip fits closely inside 
element for high efficiency which per- 
mits use of tips larger than shank. Tips 
are commercially pure drawn copper 
rod coated with nickel. 
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MODERN DESIGNS-Pump Has Unique “Squeegee” Action 


Liquids or gases do not come in 
contact with any metal in passing 
through Downingten-Huber Squeegee 
pump. In simplest form, pump consists 
only of U-shaped molded rubber or syn- 
thetic rubber tube, and rotating drive 
shaft keyed to eccentric rotor which it- 
self is keyed to an adjustable eccentric. 
Adjustment provides take-up for wear 





~~ i ae 
he Ae, ei, 


caused by internai abrasion in tube. 
Shaft and both rotors turn as unit inside 
compression ring, thus pushing ring out 
radially with a “rocking” action and no 
rubber-to-metal friction. Guard keeps 
tube from expanding into space over 
rotor. Double stage pump shown is two 
units connected in series with cycles 180 
deg. apart. 
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All surfaces may 
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Pamp easing and compression ring 
are of cast iron. Shaft, of drill rod, is 
mounted in bronze bushings. Shaft 
eccentric is bronze, while adjustable 
eccentric is hardened steel. Plug at 
closed end is steel, and oil seal at shaft 
end is Garlock type. Inside of casing 
is coated with varnish for extra corro- 
sion protection, and casing is filled with 
castor oil for lubrication. 
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Ball cheek walve is necessary for 
single-stage Squeegee pump where pres- 
sure exceeds 20 lb. per sq. in. Simple 
valve sketched above fits into outlet 
flange, and is made of materials from 
which pump housing and fittings are 
made. Pin is of bronze, steel, or rub- 
ber-covered, depending upon service. In- 
sert is of bronze or steel, pressed into 
cast iron or rubber-coated flange. 











Principle of operation is unique 
among commercial pumps. Flexible 
rubber tube is squeezed between com- 
pression ring and casing; action of ec- 
centric “squeegees” the compression 
point around the tube. Tube hole is 
molded square; compared with round 
hole, square section requires only half 
the power to collapse it. 





Smallest pump of Squeegee line has 


capacity up to 6 gal. per hr., develops 
discharge pressure of 25 lb. per sq. in. 
Original plans were to make casing for 
this model of acrylic resin,’ but short: 
ages of plastics have caused substitution 
of bronze castings. Weight of bronze 
pump is 3 lb., that of plastic pump is 
1 lb. No bronze bushings are necessary 
with this model. 
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principal problem in design of 
this small Dorex room odor adsorber 
was to make a unit that could be fabri- 
cated by semi-skilled workers without 
purchasing new machines and dies 
which are unobtainable for non-defense 
work. Consequently, all accessories are 
standard catalog items. Casing is sheet 
steel, spot welded, but was designed 
small so as not to aggravate steel short- 
age. Plywood or fiber board can be 
substituted in the casing if sheet steel 
becomes unavailable. Operation of the 
unit is as follows: Odor-laden air is 
drawn in through rear grille, through 
standard filter unit, then through four 
standard activated-carbon filled canis- 
ters which remove all entrained gases 
and odors from the air. Clean and odor- 
free air is then discharged back into 
room by fan at rate of 100 cu. ft. per 
min. Weight is reduced to a minimum. 





Standard 8-in. fan; Y/00 hp. mofer 














eS aan iHousing sheet 
\ L 
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‘ H \ 


i A J \ 
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(/ SN, be----Manifold plate 
| ) flanged and spor- 
/ welded to housing 


“ana” Sana 











Section A-A 
of Manifold 











Elements of odor adserber are all standard stock items. 
Filter is 10 x 10 in. Dustop unit and can be purchased in any 
locality. Adsorber canisters, of which there are four, are 
standard Dorex units approximately 11 in. long and 4 in. 
dia., spot-welded to sheet steel manifold plate. Fan has 
standard Torrington steel fan blade with 1/100 hp. motor 
mounted on sheet steel bracket. Nozzle is designed so fan 
blade will deliver required 100 cu. ft. per min. against 
0.18 in. water gage resistance of filter and canister. Snap-on 
wire fan guard is purchased from lamp shade manufacturer. 
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Streamlined easing is fabricated of sheet steel by spot 
welding. No box brake or special equipment is required. 
Stamped grille is standard size purchased from stock (Plia- 
vane). It is bent to shape in a simple jig on a bending roll 
and is assembled to casing by self-tapping screws. Nozzle 
at first was spun aluminum attached to sheet steel front 
piece by self-tapping screws; now it is one-piece steel 
spinning, trimmed square, flanged and spot-welded to casing. 
Finish of casing is air-drying cream eramel, one primer 
coat. Aluminum nozzle is buffed; steel nozzle is enameled. 
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MODERN DESIGNS - Coal Seale Has Dust-Tight Housing 


Drive gear 


Endless belt with 


integral flanges 





Dust- tight 
beam chamber: 


Rubber boot 
dust seal 


Rubber gaske 
dust seal 


Principal design features of new 
Seco coal scale are its dust seals, 
accessibility of major units, all-welded 
monocoque housing, and simplicity of 
electrical control circuits and mechan- 
ical design. In operation, the swing 
bottom of the weigh hopper closes when 
freed by diminishing coal pile. This 
closes interlocking switch on side of 
hopper, causing (1) feeder drive motor 
to start, (2) electrical latch to lock 
hopper bottom. Conveyor then feeds 
coal until weigh hopper balances beam; 
mercury switch operated by beam then 
interrupts control circuit and motor is 
stopped by solenoid brake. Simulta- 
neously, electrically operated latch on 
hopper is released and bottom falls open 
under weight of coal. Cycle may repeat 
as often as twice a minute. 

Housing is of monocoque construc- 
tion, welded of standard size panels. 
Access doors are dust-sealed with rub- 
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By-pass /ever 
shaft 


fe 
Kp ivor 


By-pass chute 


ber gaskets. Beam and all electrical 
devices operate in dust-sealed chambers. 
Feeder unit, consisting of rubber con- 
veyor and frame, is mounted on rollers 
so that it can be rolled to end of hous- 
ing in case of power failure. This per- 
mits coal to feed by gravity down the 
bypass chute. Conveyor is sloped 
slightly so water will drain into hopper, 
minimizing corrosion of scale interior. 
Coal dust is the only lubricant for case- 
hardened drive gears. 


Weigh hopper, shown with bottom 
open, is welded of 11-ga. stainless steel 
(13 percent chromium) for resistance 
to sulphur acids present in wet coal. 
No bolt or rivet heads impede coal flow. 
Counterweight acting through toggle 
mechanism closes the gate with 460-lb. 
force. Latch is mounted on counter- 
weight. 
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Drive of coal seale is from totally- 
inclosed motor through worm gear re- 
ducer with heavy-duty ball bearings, 
phosphor bronze wormwheel and hard- 
‘ale ened and ground steel worm. Brake 
housed in reducer, consists of two shoes 
closed by spring action and opened by 
solenoid wired in parallel with motor. 





HOPPER 
EMPTY 





To allow for coal in mid-air as the 
motor and belt stops, this compensator 
has been devised to start the beam ot 
the scale on its upward swing an instant 
before weight of coal in hopper brings 
scale to balance. The device shown 
above has adjustable counterweight, 
and produces a slight upward thrust on 
















BEAM 
BALANCED 








the end of the beam. For testing, a 
switch is provided to keep hopper bot- 
tom closed after beam comes to balance. 
If compensator is properly adjusted, the 
beam will balance perfectly after the 
last piece of coal has fallen into the 
hopper. Compensator shaft has sealed 
aircraft ball bearings. 


Materials Changes in Electrical Devices 
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Redesigned insulator base of relays used in aerial mili- 
tary photography is now made of acrylic resin (Plexiglas) 
instead of molded phenolic resin. Reason for change, accord- 
ing to Kurman Electric Company, was to obtain better 
electrical characteristics at high frequency, and lower 
moisture absorption. New base is cut from flat sheet, 


drilled and countersunk. At frequencies above 40 or 45 
megacycles the base resists carbon tracking and dielectric 
break down better than older types of plastics. Being 
thermoplastic with greater resilience and impact resistance, 
the acrylic base reduces danger of breakage. Low weight is 
another advantage; the equipment is used in aircraft. 





February, 1942 








High-frequeney iron saves aluminum in radio manu- 
facture by obviating necessity for aluminum shields and 
aluminum variable condensers. Closed-core coil shown has 
Crolite high-frequency powdered iron core and shield, form- 
ing complete electromagnetic shield. Powdered metal acts 
same as laminated core in preventing induced currents in 
core. For open-core coil used for permeability tuning in 
place of aluminum plate condenser tuning, powdered iron 
sleeve around winding serves as electromagnetic and elec- 
trostatic shield. In some cases auxiliary shields of copper 
foil over paper tubes are placed around sleeves. Perme- 
ability tuning is done by mechanically moving high-frequency 
iron cores in and out of a gang of coils to alter inductance. 
Transformers made with high-frequency iron are compact 
and show some performance gains. Uses are increasing in 
military equipment and auto and portable radio sets. 
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SALVAGE SPECIFICATIONS 


Summarizing Methods of Reclaiming Defective Parts 


ITH PRODUCTION stepped 

up terrifically, and with men 

of limited experience operat- 
ing production machinery, working in 
foundries, forges, and other shops, the 
scrap percentage has generally in- 
creased. In view of the present defense 
manufacturing situation, every piece 
counts, If it is possible to salvage a 
defective part so that it can perform 
with full satisfaction for the service in- 
tended, the part should be saved to 
conserve both material and man hours. 

There should be no stigma attached 
to a salvaged part, for in many in- 
stances it is just as good as if it had 
been made perfectly in the first place. 
Indeed, sometimes a salvaged part is 
superior to a part manufactured strictly 
according to specifications. The ques- 
tion of salvage must be answered in 
light of the service to which a part will 
be subjected when in use. Thus, the 
situation has thrown an added burden 
on the engineering design department 
because any specifications relating to 
the salvage of defective parts must be 
passed upon, if not originated, in the 
engineering department. 

Solution to all reclamation problems 
can only be accomplished properly by 
the combined efforts of and consultation 
between the inspection, production, and 
the engineering departments. The pro- 
duction department may suggest means 
of salvage or manufacturing changes to 
prevent defects, but it is the engineer 
who makes the final decision as to what 
tolerances a part may be held and still 
provide the service required. He, in 
turn, submits his recommendations to 
the chief inspector who decides whether 
the part is acceptable for a given appli- 
cation. For example, a production man 
may suggest brazing as a method for 
salvaging a pump housing. The engi- 
neering department, knowing the serv- 
ice in which the pump is to be used, 
must determine whether the liquid 
handled is going to affect or be affected 
by the brazing. Among companies op- 
erating a salvage system on such a 
basis is Caterpillar Tractor Company, 
of Peoria, IIl. 

Among methods of salvaging are 
welding, both gas and arc, coating sur- 
faces with liquid resins, plugging (for 
small holes), brazing, spraying metal, 
hard surfacing, and plating. 
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Castings, of designs of all sorts, 
probably offer the most fruitful field for 
salvage by welding. Holes in gray iron 
castings can be filled by gas welding. 
Such holes must first be chipped clean 
so that the wall of the hole will be solid 
metal at every point. The castings are 
then preheated to 900 deg. F., gas 
welded with a low carbon rod, and the 
casting annealed at about 1200 deg. F. 
to relieve stresses and eliminate hard 
spots. 

Porosity and blow holes in steel cast- 
ings may be cleaned out and arc welded 
in a similar manner. The casting may 
or may not be stress relieved, depending 
upon the service required and the na- 
ture of the repair. If the welded section 
will be subjected to stress, the casting 
should be annealed. 


“Repairs” Are Often 
Improvements 


The repair of castings by welding 
should not be looked upon as _ sub- 
quality workmanship. In fact, many de- 
signs call for a combination of castings 
and welded-on parts. Diesel engine 
frames, marine engine frames and simi- 
lar structures that are subjected to 
tremendous loads are now, in many 
cases, designed as a combination of cast 
and welded parts. 

A casting that has cracked from 
shrinkage stresses and has been sal- 
vaged by welding is far superior to 
what it would have been had the 


strained casting not cracked. The 
presence of the crack is prima facie 
evidence that the casting had high 
shrinkage stresses in it, and finally 
cracked to relieve these stresses. When 
such a casting is then salvaged by weld. 
ing and annealing, the casting is free of 
internal stresses and is, therefore, 
stronger than it would be had it not 
cracked. 

Under the subject of welding jis 
“hard-surfacing,” or facing, in which a 
surface may have welded on it a coating 
or edge of abrasion resisting material, 
The area to be faced should be free of 
foreign substances such as rust and 
scale. Practically any standard fusing 
method may be used. Many applica- 
tions for facing have been found in the 
automotive industry for such parts as 
engine valve faces and seats, pump 
shafts, universal joint bearings, and 
clutch plate pressure areas. 

Design engineers are becoming in- 
creasingly aware that they must elimi- 
nate in the casting design all points at 
which porosity, shrinkage stresses, sand 
washes and similar casting defects 
might occur. An example of this can be 
found in the design of a high-pressure 
fitting which has extremely _ thick 
flanges. It was found impossible, by 
any foundry technique employed, to 
pour the casting so that there would 
not be any blow holes and shrink holes 
in and near the heavy flanges. The 
problem was finally solved in the design 
of the casting, as shown in Fig. 1, by 
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Fig. 1—In the old design, porosity occurred around cast flanges. 


Connecting pipe and 


flanges of welded construction eliminated this defect 
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eliminating the flanges which were then 
made separately out of heavy steel plate 
and welded to the casting. 

Porosity in pressure castings such as 
cast elbows, cylinders for freon com- 
pressors. chemical pumps, and similar 
parts may be filled with phenolic resin. 
In this process, all openings in the cast- 
ings are closed, a liquid phenolic resin 
poured in, air pressure applied, and the 
casting rotated so that all of the interior 
surface gets a thick coating of the resin 
which is forced into all pores by the air 
pressure. When pressure is released, 
stoppers are taken off the openings, 
surplus resin varnish is poured out, and 
the casting is then baked at a tempera- 
ture of 250 deg. F. This permanent 
repair improves the casting by giving 
it a smooth internal coating resistant 
to most corrosive liquids. 

When a casting has only a few small 
holes, it may be satisfactorily repaired 
by drilling out the holes, reaming them 
to a taper, and then driving in soft steel 
plugs. The small diameter of the tapered 
plug should always be at the surface 
where damage would be done if the 
plug worked out. Thus, in engine 
cylinder castings, the larger diameter 
of the plug is always on the outside 
surface. 

Brazing is an excellent method for 
salvaging cracked castings, provided 
the casting will not be subjected to 
high service stresses in the vicinity of 
or through the cracked section. In 
brazing, the casting need be preheated 
only moderately or not at all. Usually 
the casting is preheated to 300 or 400 
deg. F., primarily to take out the chill. 
Since the resulting brazing repair is 
highly ductile, stress relief is not neces- 
sary. 

In the foundry, experienced foundry 
men will resort to burning a casting 
that has been poured short. After the 





Vetallizing Enyineering Company, Inc. 


Fig. 2—Locomotive headlight turbine shafts. Shaft left roughened at worn areas pre- 


paratory to spraying. 


casting has been taken out of the sand, 
and the shortness discovered, the cast- 
ing is preheated and a sand mold is 
built up around the incomplete section. 
Hot metal is then poured into this open 
mold cavity until the metal has been 
heated to the fusion point. The result is 
that the poured metal and the original 
casting are fused together without any 
line of demarcation. 


Metal Spraying 


Metal spraying has been used for 
many years for building up worn ma- 
chine elements such as shafts, spindles, 
pump rods and plungers. Today, this 


Shaft right sprayed with steel but not yet finished ground 


process takes on a special significance 
since industry is finding that many of 
its well-established maintenance opera- 
tions can be employed with equal ef- 
fectiveness, and with comparable sav- 
ings of time and material, on the pro- 
duction line. For instance, parts that 
have been machined undersize are being 
salvaged just as efficiently and as easily 
with metallizing as those that are worn. 
Still more important in these times is 
that these parts are passing rigid gov- 
ernment inspection. 

Metallizing employs any metal which 
is obtainable in wire form. Since no 
appreciable amount of heat is trans- 
mitted to the base metal during the 
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Fig. 3—T ypical parts after metallizing with zinc. (1) Rotary pump body. (2) and (3) Angle check valve. (4) Foot valve. (5) and (6) 


Line valves. (7) Meter cover 
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spraying process, there is no danger of 
warping, crystallization, and heat 
strain. Furthermore, metal spray coat- 
ings may be applied in any desired 
thickness to parts and equipment of any 
size and dimensions, regardless of the 
characteristics of the base material. It 
is necessary only that the base metal be 
clean and dry, and prepared by sand 
or grit blasting, or by roughening with 
a tool. 

Sprayed metal is especially well ac- 
cepted for the maintenance of automo- 
tive parts and can be just as effectively 
adapted to their production. In the June 
1941 issue of Bus Transportation, Mr. 
A. F. McDougald, Superintendent of 
Automotive Maintenance of the Capital 
Transit Company, Washington, D. C., 
tells how his garages are using sprayed 
metal to build up worn crankpin bear- 
ings, water pump shafts, brake cam 
shafts, and valve stems. Besides men- 
tioning the economy and speed of metal 
spraying, he states that not one failure 
has been reported. He quotes one in- 
stance where a sprayed crankshaft has 
given more than 100,000 miles of satis- 
factory service. 


Internal and External Fits 


The restoration of press fits of all 
sizes is another important job being 
done successfully by metal spraying. 
For instance, worn or damaged bearing 
housings in iron, magnesium, or alu- 
minum castings are quickly restored to 
size by building up with sprayed metal 
and re-boring. On external press fits, 
the diameters of axles and spindles are 


So 


Fig. 4—Spindle 22 in. 






first metal sprayed oversize and then 
machined to final dimensions. These are 
typical applications that may be used 
not only to overcome wear but to rectify 
mis-fabrications. 

Westinghouse employs metal spray- 
ing in the production of shafts for Type 
C single-stage turbines. Although this 
application is not used to reclaim mis- 
machined parts, it goes a long way in 
eliminating scrap because it greatly 
retards wear at the two gland zones, 
which are sprayed with high chrome- 
nickel steel. 

A large majority of the magnesium 
and aluminum castings that are rejected 
ordinarily because of superficial sur- 
face defects, now can be reclaimed with 
minimum effort, and at little cost, by a 
technique recently developed by Metal- 
lizing Engineering Company, Inc., in 
collaboration with Dow Chemical Com- 
pany. 

This technique should relieve consid- 
erably the production bottlenecks and 
expense caused, for instance, by spongy 
areas and blow holes. Often such de- 
fects are not noticeable on the surface 
but appear only in the last stages of 
machining and finishing. Furthermore, 
this method of reclamation should 
eliminate a considerable number of re- 
jects caused by mismachining. 


Chromium Plating in Salvage 


Chromium plating has been used ef- 
fectively for many years to build up 
worn crankpins. This is another in- 
stance wherein the repaired parts are 
superior to the original parts. In a num- 










ber of plants, bearings which are yg. 
dersize are often chrome plated, if they 
are going to be used as pilot diameter 
or press fits. In such cases, they ar 
ground down 114 thousands, plated, ang 
then ground to size. No running bear. 
ing is ever so plated. 

Occasions will still arise when it js 
impossible to do anything with a dam. 
aged or defective part. In such cases, 
scrap should be stored according to its 
composition so that bins of similar 4}. 
loys may be kept separated and sold or 
remelted as a group. As aluminum or 
magnesium castings can be melted and 
recast in a comparatively short time, 
companies having their own casting fa. 
cilities for these metals usually find jt 
more advantageous to remelt a defective 
casting rather than to salvage it. 

The present need for conservation 
may be a blessing in disguise, for cus. 
tomers now must learn that because a 
part has been subject to operations 
which might be classed as salvage does 
not necessarily mean that the finished 
product is inferior. Good, serviceable 
parts passed by the engineering depart- 
ment as satisfactory for their designed 
purpose may still be rejected by the 
chief inspector because his customer, 
the government or private concern, will 
refuse them. But in many instances, the 
so-called defective part is refused for 
purely traditional or prejudicial rea- 
sons rather than on the basis of satis. 
factory performance. For such cases, 
in the interest of conservation, it may 
be well to save these parts for possible 
future use when the customer’s needs 
may dictate a practical acceptance, 


Metallizing Engineering Company, Int. 
dia. for axle testing machine is built-up at worn bearing seats with carbon steel 
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Causes and Cures 





Part of earburetor mechanism had a control rod passing 
through its hole. Since the rod must be a loose fit, it rattled 
when the automobile engine was running. Designers decided 
to stop the rattling by lining the hole with rubber. Cheapest 
way was to dip entire part in latex. 


Chipping oceurred around holes in this porcelain en- 
ameled piece because edges were not brushed. A rim at least 
¥% in. wide around holes should be edge-brushed down to 
ground coat. If accessories are fitted over holes, brush at 
least xs in. beyond accessory. By careful designing, brushed 
holes sometimes can be located out of sight. 
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Reciprocating pump, 4-cylinder, would not deliver suf- 
ficient amount of air. Its valves was made of three pieces of 
0.015 in. thick spring steel, designed as shown in (A) at left. 
Reasoning that the spring was too thick, the engineer replaced 
it with a flat spring only 0.003 in. thick, as shown in (B), 
mounted with screws and a flat strip. 

Immediately the pump output quadrupled. The new valve, 
however, was so thin that it flexed too far and shortly broke. 
This was corrected by placing a stop barrier above the spring 
steel preventing it from opening more than 4% in. Trouble 
arose again when the spring valve, in high-speed tests, began 
to crack and little pieces broke off. This was cured by increas- 
ing the valve thickness to 0.005 in. 

After extensive laboratory tests, the pump was finally 
placed on the market. A year later, pumps in service began 
to fail. Burrs on the edges of valves were the cause. Inspection 
showed all valves in stock had “whiskers” sometimes ¥ in. 
long. After rigidly specifying that all valve edges be ground 
smooth, no more trouble was encountered. 


Cress machining done by the ma- 
chinist who shaped these combination 
levers caused their failures. Fatigue 
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cracks started in rough tool marks, 
some of which are plainly visible in the 
top lever. Cross machining is dangerous 
even if the tool marks seem to have 
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been removed; lines of strained metal 





still remain. There is only one cure— 
specify a smooth finish free from tool 
marks and other surface defects. 


PRODUCT ENGINEERING will pay a minimum 
of $3 for each example published in Causes 
and Cures. Where illustrations are necessary, in- 
clude drawings, rough sketches or photographs. 
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PATENT PROCEDURE — I 


Rights and Limitations of the Patent Grant 


MILES HENNINGER 


Patent Department, Allis‘Chalmers Manufacturing 


VERY ONE talks about “pat- 
ents,” but few people know that 
the United States has three 

kinds of patents, namely, patents for 
inventions, or utility patents, design 
patents, and plant (the botanical kind) 
patents. At present we are concerned 
only with patents for inventions which 
are authorized by Revised Statutes Sec. 
4886 and Rule 24 (of the Rules of Prac- 
tice), the pertinent portion of the statute 
being: 

“Any person who has invented or dis- 
covered any new and useful art, ma- 
chine, manufacture, or composition of 
matter, or any new and useful improve- 
ments thereof, * * *” 

Notice that the statute gives only four 
classifications for patents for invention 
and the Patent Office cannot grant 
patents on anything beyond that classi- 
fication, regardless of how startlingly 
new or immediately useful such dis- 
covery may be. 

The “art” might be better stated as 
“the art of doing an act or securing a 
result” from which it is at once evident 
that “art” must mean method or process, 
which is exactly correct. There may be 
both mechanical or electrical and chem- 
ical methods or processes and any of 
such methods or processes is patentable 
provided the various steps involved 
represent more than only the functions 
of the mechanisms by which the steps 
are carried out. The claims in a method 
patent always state a series of steps 
which must be performed to secure the 
result. The steps may involve employ- 
ment of natural forces (Ref. 1) such 
as heat, light, electricity or chemical 
action, or mechanical steps (Ref. 2) 
which may be performed by hand or by 
the use of various mechanisms. A par- 
ticularly good definition is given by the 
U.S. Supreme Court in Cochrane v. 
Deener (Ref. 3). 

A “machine” includes everything 
from hand tools to the most complex 
assemblage of interacting electrical or 
mechanical elements. However, it is 
necessary that the several parts co- 
operate, either simultaneously or suc- 
cessively, in producing the desired re- 
sult. The Manual of Classification will 
show that “machine” embraces every 
known. means for securing a result. 
Note, however, that patents are not 
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granted on even hand tool parts which 
fail to cooperate as in the classic case 
of Reckendorfer v. Faber (Ref. 4) 
where the combination of an eraser on 
the end of a pencil was held not to be a 
patentable combination, the pencil 
being no more than a handle for the 
eraser which performed its own sepa- 
rate function. 

A “manufacture” includes such struc- 
tures as building. highway structures, 
clothing, fences and the like (Ref. 5). 
The line between machine and manufac- 
ture is not distinct. but it is not impor- 
tant. So long as the invention falls in 
either class, a patent granted thereon is 
entirely valid. 

“Composition of matter” includes all 
articles made of two or more substances, 
whether chemical combinations or me- 
chanical mixtures, or having some of 
the qualities of both such combinations 
and mixtures. The Manual of Classifi- 
cation contains classes relating to vari- 
ous kinds of chemical compounds, com- 
positions, alloys and mixtures, such as 
paints, explosives, artificial ivory or 
glass. 

The grant of a vatent (see Fig. 6) is 
similar to the grant in a deed and de- 
fines exactly the area or scope of the 
rights which are given to the patentee. 
R.S. 4884 defines the grant as: “* * * a 
grant to the patentee. his heirs or 
assigns, for the term of seventeen years. 
of the exclusive right to make. use. 
and vend the invention or discovery 
* * * throughout the United States and 
the Territories thereof, * * *” 

Notice that the grant is to the in- 
ventor and his heirs or assigns. thus 
providing for the issue of patents on 
inventions made by a now deceased or 
insane inventor and for the issue of 
patents to any one to whom an inven- 
tion may be assigned by the inventor 
before a patent application is filed. dur- 
ing pendency of the application, or after 
the patent is issued. The life of a 
patent is seventeen years and there is 
no way in which the term can be ex- 
tended, short of an Act of Congress. 
In the past there have been some in- 
stances of such extension and a general 
act (the Nolan Act) was passed follow- 
ing World War I to permit ex-service 
men to extend the terms of their then 
issued or to be issued patents for a 
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short time. However, the Nolan Act js 
no longer in force and all patents ey. 
tended thereunder have now expired, 
After the seventeen-year term, the patent 
expires and the patented invention js 
open to all of the public. 

The statute and the grant gives “the 
exclusive right to make, use and vend 
the invention” which is not what js 
actually given. If the statute is read 
“the right to exclude others from mak. 
ing, using and vending,” a better under. 
standing of the true situation is ob. 
tained. In Crown Die & Tool Co. v. Nye 
Tool & Machine Works (Ref. 6) (see 
also cases therein cited) Chief Justice 
Taft of the U.S. Supreme Court said: 
“the benefit which the Government in. 
tended to secure was not the making or 
use of the patent for the benefit of the 
public during the seventeen years of 
the grant except as the patentee might 
voluntarily confer it from motives of 
gain but only the benefit of its public 
use after the grant expired. The Court 
held that the Government did not confer 
on the Patentee the right himself to 
make, use or vend his own invention, 
that such right was a right under the 
common law now arising under the 
Federal patent laws and not within 
the grant of power to Congress to 
enact such laws. * * * The Court 
further held that in its essence all 
that the Governmert conferred by the 
patent was the right to exclude others 
from making, using or vending his 
invention.” 

The patentee of 2 pioneer invention, 
the first means for accomplishing a 
given result, truly has the exclusive 
rights stated in the grant, but the later 
patentee of a secondary or improvement 
invention has only the right to exclude 
others from the invention he has made 
and is subservient to or dominated by 
the earlier pioneer invention during the 
life of the patent thereon. A secondary 
invention must therefore be licensed 
under the pioneer patent before the sec- 
ondary invention may be used. As an 
example, the Edison carbon filament 
patent (Ref. 7) dominated all carbon 
filament incandescent lamp inventions 
and all making, using and vending of 
such lamps during its lifetime. Then 
the Just: and Hanaman tungsten fila 
ment patent (Ref. 8) dominated all 
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Fig. 6—Patent not only grants a 


tungsten lamps made during its life- 
time. Every class of inventions or the 
so-called “arts” have had or are still 
having their pioneer or basic and their 
improvement or secondary inventions. 
The making of such basic inventions 
continues until an art is thoroughly de- 
veloped and has therefore become rela- 
tively static. 

Notice that the grant gives three 
rights, (a) to make. (b) use, and (c) 
vend or sell. The unauthorized appro- 
priation of any one of the three rights 
is an infringement of the patent and 
is basis for a suit for recovery of dam- 
ages. However, the maker or vender of 
an infringing device is nearly always 
sued because the damages recoverable 
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from a user are generally negligible. 
Notice also that the grant runs through 
the geographical territory of the United 
States and its territories and posses- 
sions. A U.S. patent is therefore en- 
forceable also in Alaska, Hawaii, the 
Canal Zone and upon compliance with 
the special provisions, in the other U. S. 
possessions and the Philippine Islands. 

The right to exclude others is, broadly 
speaking, a monopoly (Greek monos 
poleir, or Latin. monopolium, meaning 
“alone to sell”). Early monopolies are 
exemplified by.. the grant. by Queen 
Elizabeth of England (1559) for the 
sale of salt..(NaCl). “The. said grant 
was given unto him by Her. Majesty in 
some reward for his service and is a 


principal part of his maintenance,” as a 
result of which the price rose from 16 
pence to 14 shillings per bushel. Or 
by the grant also by Queen Elizabeth to 
Edward Darcy of the sole right to make 
and sell the ordinary playing cards be- 
cause “Diverse subjects of able bodies 
which might go to plow, did employ 
themselves in the art of making cards.” 
However, side by side with the above 
maleficent monopolies, during. the same 
time (1559) Queer Elizabeth granted 
a patent to Giacope Acontio on a new 
furnace, saying, “nothing is more hon- 
est than that those who by searching 
have found out things useful to the 
public, should have some fruits of their 
rights and labors, as meanwhile they 
abandon other modes of gain, are at 
much expense in experiments, and often 
sustain much loss.” 

By the year 1600, the view had de- 
veloped that monopolies should be 
granted only for actual inventions made 
or for inventions introduced from 
abroad into the country, and that such 
monopolies were to be limited in life 
and were in consideration for the good 
done to the public. The Edward Darcy 
of the playing card monopoly sued 
(Ref. 9) one Allein for infringement of 
the monopoly and was defeated by the 
argument that: “when any man by his 
own charge and industry, or his own 
wit and invention doth bring any new 
trade into the realm, or any engine 
tending to the furtherance of a trade 
that never was used before;—in such 
cases the king may grant him a mo- 
nopoly patent for some reasonable time, 
until the subjects may learn the same, 
in consideration of the good that he 
doth bring by his invention to the com- 
monwealth, otherwise not.” 

It is interesting to note that Darcy v. 
Allein resulted in the Statute of Mo- 
nopolies (Ref. 10) which forever barred 
British sovereigns from granting patents 
for anything other than inventions. 

As early as 1800 Lord Eldon of the 
English Kings Bench Courts had called 
a patent for invention a contract be- 
tween the inventor and the public in 
which the inventor gave a full dis- 
closure of his invention in return for a 
limited monopoly from the public. The 
understanding that a patent is a con- 
tract and not a mere monopoly is well 
stated in Century Electric Co. v. West- 
inghouse Electric & Mfg. Co. (Ref. 11) 
where the Court of Appeals, 8th Cir- 
cuit, said: “A patent is a contract made 
by acceptance by the government of the 
offer which the patentee by his appli- 
cation makes to disclose his invention, 
in consideration that the United States 
will secure to him the exclusive use and 
sale of it for 17 years. The offer em- 
bodied in the application becomes the 
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specification of his patent, if his offer 
is accepted, and his claims evidence the 
terms of the agreement. Such agree- 
ment is interpreted by the same rules 
that determine the construction of other 
contracts.” 

The inventor takes nothing from the 
public, he offers to give something 
which the public did not have. The 
patent application is his offer, the prose- 
cution of the patent to agreement, as to 
allowable claims, between the inventor 
and the examiner is the negotiation 
leading to acceptance (allowance of the 
application) of the offer by the govern- 
ment. The consideration from the in- 
ventor is the disclosure of his invention 
and the consideration from the public 
is the assistance of the government in 
excluding others from the sale and use 
of the invention for 17 years. Certainly 


all the other essentials of a contract are 
also present, the parties are both com- 
petent, the object is legal and, before 
allowance, the examiner sees to it that 
the patent is in proper form. 

A word as to correct terminology is 
required here. “Patent” can be used to 
mean (a) the entire document itself, 
the Letters Patent, issued to the pat- 
entee and including the grant, the draw- 
ing and specification and the claims 
(b) the grant only, and (c) the copies 
of drawings, specifications and claims 
sold by the Patent Office. In these 
articles the word “patent” is taken to 
mean the entire document. “Making an 
invention” may be used to designate 
(a) the mental act of conceiving the 
inventive idea and the physical act of 
reducing the invention to practice, or 
(b) the manufacturing of specimens of 





the invention for sale or use. In they 
articles “making an invention” refers ty 
the acts required under (a). For fy. 
ther discussion of the nature of a patent 
the reader is referred to Walker—Qy 
Patents, 6th edition, Section 200, 20). 
202 and 203. 
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General 


Factory Designed to Prevent Espionage 






Drafting room of Pioneer Engineer- 
ing & Manufacturing Company’s new 
plant exemplifies many features of the 
specially built, espionage and sabotage- 
proof building. Every drawing, print, 
and specification is checked in at night 
at a central file. Storage is in safes, 
combinations of which are known by 
only one person. Lockers besides draw- 
ing boards have no locks, eliminate 
central locker room. Engineer’s desk is 
located where he can observe everyone 
entering or leaving the drafting room. 

Building itself is a shell with 125-ft. 
roof trusses so that partitions can be 
freely changed. Catwalk through trusses 
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above ceiling gives access to light and 
telephone wires. Only entrance to cat- 
walk is by ladder which must be set up 
in a conspicuous spot in the main aisle- 
way. Windows in plant, 2 x 2 ft. safety 
glass to guard against bombs thrown in 
from outside, are placed 6 ft. from floor. 
Information cannot be passed out 
through windows. 

To prevent sabotage, all utilty in- 
takes are overhead, carried to concrete 
vault under building. Only one person 
has key to metal door of this vault. Air 
conditioning units are located here. Air 
is distributed through ducts in truss 
space, and is returned to blowers 


Psi 
through concrete tunnels underground. 
Factory resembles an armory in out- 
ward appearance, and is surrounded by 
a fence with only one watchman’s gate 
for all traffic. Visitors to plant enter 
building through only door into recep- 
tion lobby. Receptionist electrically con- 
trols entrance doors to three major por- 
tions of plant. Visitors are announced 
throughout plant by amplifiers. Persons 
cannot go from one part of the building 
to another without getting the super- 
visors of each section to unlock doors 
between sections. Emergency exits are 
electrically opened from supervisors 
desks, eliminating necessity for guards. 
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PROTECTING DOCUMENTS 


From Espionage and Sabotage 


JOHN EDGAR HOOVER, Director 


Federal Bureau of Investigation, United States Department of Justice 


ECENTLY A SPECIAL AGENT 
of the Federal Bureau of In- 
vestigation conducted a survey 

of a manufacturing establishment en- 
gaged in supplying engines for the 
Army and Navy as well as for the 
British Government. “Yes, we are well 
supplied with vault and safe space for 
confidential plans and blueprints,” said 
a high company official when inter- 
viewed by the Agent. The truth of this 
statement was borne out by the survey. 
The Tool Design Department was 
equipped with a large vault and the 
Engineering Department was  ade- 
quately supplied with four strong safes. 

While the official and the Agent were 
examining the equipment, the latter 
paused for a moment, stating, “Watch 
this.” To the official’s amazement the 
Agent opened the vault. He had found 
the combination scribbled in pencil on 
the door. But this was not all. A simi- 
lar situation was found in each instance 
as the two men continued their tour of 
places of safekeeping for confidential 
plans and blueprints. The F.B.I. recom- 
mended to the plant management that 
the combinations to all vaults and safes 
be changed immediately and that the 
new combinations be furnished to as 
few plant officials and employees as was 
practicable. 

This instance is typical of some of 
the laxities in the industrial world which 
have been brought to light through the 
extensive plant survey program which 
was undertaken by the F.B.I. in the 
fall of 1939, at the request of the War 
and Navy Departments. Already almost 
2,000 key industrial facilities have been 
covered by the surveys and several hun- 
dred more are on the priority list await- 
ing immediate attention. Through this 
program industry has been apprised of 
weaknesses in its defensive armor, and 
all along the line many improvements 
have been made by the cooperative plant 
officials to safeguard their facilities 
against the thrusts of the spy and the 
saboteur. In making these surveys the 
FBI. is not concerned with legitimate 
labor relationships; its sole interest is 
in safeguarding American industry 
through appropriate recommendations 
to plant officials for improved protective 
facilities, 

While each industrial establishment 
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presents its own peculiar problems in 
the plant protection field, the safeguard- 
ing of such confidential items as blue- 
prints and specifications is of unusual 
significance in any key industrial con- 
cern. Because of their physical proper- 
ties these are easily concealed on the 
person and, of course, they are quickly 
consumed by fire. Any successful plan 
of protecting these confidential papers 
must be designed to guard against theft, 
destruction and copying. 

In preventing theft, the fitst consider- 
ation is the integrity of the employees 
handling or having access to the docu- 
ments. Shortly after a draftsman was 
discharged for inefficiency by an air- 
craft concern a few months ago, his 
wife delivered to her attorney some 
highly confidential plans pertaining to 
experimental planes which the former 
employee had in his possession when he 
stopped work. The plans had originally 
been charged to the draftsman by the 
Files Section of the company, and as a 
result of the lax charge-out system em- 
ployed had remained in his possession 
for months. He was subsequently con- 
victed in Federal Court under the Theft 
of Government Property Statute and 
sentenced to a term of six months in 
prison. 

While the investigation of all plant 
employees is of great importance, it is 
urgent that particular attention be given 
to those engaged in confidential work. 
The inquiries should establish beyond 
doubt their character, reputation, patri- 
otism, and previous employment record. 
It is suggested that the places where 
confidential items are kept be desig- 
nated as restricted areas and that the 
number of employees having access to 
these be held to a minimum. The prac- 
tice of breaking down blueprints into 
their component parts in such a way 
that it would be necessary for a foreign 
agent to acquire each part in order to 
have a complete set of the plans has 
been adopted in several plants working 
on extremely confidential items. 

In considering the protection of 
blueprints and _ similar documents 
against destruction by accident, negli- 
gence or sabotage, the most important 
safety measure is a fireproof vault or 
safe for storage purposes. In one plant 
being surveyed the Special Agent noted 


that the vault was equipped with a 
standard combination fireproof door. It 
was learned, however, that the rear and 
side walls separating the vault from 
the factory proper consisted of wood 
partitions, thus making the repository 
neither fireproof nor secure. 

It is recommended that duplicate sets 
of all valuable and irreplaceable blue- 
prints, plans and specifications be main- 
tained in another vault situated in a 
remote part of the plant. Because of the 
highly inflammable properties of items 
of this nature it is imperative that ade- 
quate fire fighting equipment be avail- 
able in those areas where they are 
stored or where work is done in con- 
nection with them. The plant fire de- 
partment and the city fire department 
should be informed of the location of 
these confidential items so that in case 
of a plant fire they could be salvaged 
first. 

The necessity for honest and loyal 
employees is further seen when con- 
sidering the possibility that confidential 
material might be released through 
copies of blueprints and specifications 
made either inside or outside the plant. 
The integrity of the employees them- 
selves is the only protection against 
their drawing from memory complete 
sets of plans at their homes while off 
duty. Draftsmen should be held strictly 
accountable for all work papers. Then, 
too, workmen should not be permitted 
to make their own sketches on pieces of 
scrap paper, a practice followed at 
times by mechanics and other workers 
in American industrial facilities. When 
reproduction of blueprints and plans 
are made, it is suggested that a number- 
ing system be utilized so that a record 
can be kept of each item. Unsatisfac- 
tory reproductions as well as work pa- 
pers, carbon paper and waste papers 
pertaining to confidential documents 
should be disposed of carefully by burn- 
ing or shredding them within the plant. 

The success of the spy and the sabo- 
teur will be determined by their inge- 
nuity. American industry, aided by law 
enforcement, must outsmart them. The 
methods of protecting confidential docu- 
ments are without limit, and it is only 
through constant diligence in this re- 
gard that plant managements can hope 
to make their facilities secure. 
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SELECTION of the most suitable timing 
device for the operation or control of 
machines and electric circuits is sim- 
plified by outlining the conditions un- 
, der which the device is to operate. The 
frequency of operation, reliability, ex- 





TIME DELAY RELAYS AND 


R. B. IMMEL 
Control Engineer, Westinghouse Electric & Mfg. Company 

actness of time delay period, adjusta- energy is the simplest and most satis. 
bility of period, space available, and factory type of device to use. It usually 
permissible cost are important factors. has a minimum number of parts and 

In general, it may be said that for the time delay period will not change 
short time delay periods a device which with use except through limitations jp 
operates upon the principle of stored the life of mechanical parts. Inductive 

















































































Type of Time Principal Wiring Time Characteristics 
ee Application Principle of Operation Diagram Time Uniformity 
Range of Period 
1. IN T 
pings _ > After coils have been energized, 0.5 to 1.5 see. Good 
‘frame Spring ar time period may be initiated by Instantaneous reset 
; a wer 2 opening or shorting main winding. 
~ Be Decay of magnetic field induces : * 
-~ short cir- ss current in copper tube or short- ; 
cuiting Ee circuits turns around core, which (Main (Vie 
4 turns <8 produces a_ sustaining magnetic Method of Time Period 
“Armature S Bs force to hold armature closed. Mag- I i Control: Adjustment of neu. 
= nitude of neutralizing current, wciicies enmet end cs 
a SN ‘Contacts o's which produces ampere turns op- ture na tension = 
Zz eS T E posing those of main coil, will de- T: i 
~ poo \ “Time adj. -% termine the time period required 
fe mo \ resistance 23 to dissipate residual magnetism and 
> an o. permit release of armature at end 
L p< 0 Bape AS of time period. 
o 
Zz. 
— 
> = 7 oa sos Operation is similar to (1). Longer 1.5 to 4 see. Good 
7 mea seid pring Se time delay period is obtained by Instantaneous reset 
a=} r eS frame 250 percent larger in cross 5 
eS or section area than (1). Time de- 
J short cir | lay period is inversely propor- (cir) (veut) 
< Frei s & tional to reluctance of magnetic : 
= circuit. jf f Method of Time Period 
S Armature 2 & Control: Adjustment of neu- 
4 a *70 = Lipo tralizing current and arma- 
fs +522 Time adj. res. 2 i ture spring tension. 
Fad “Weut or time = = 
Al oem’ | Se 
x 
mK 
=| 3.INDUCTIVE |. 222 
Vi = 
a) a _ 3 3 #5 Operation is similar to (1). Addi- p ? 0.5 to 4 sec. Excellent 
< sss tion of large contact makes pos- Instantaneous reset 
=] ° = i sible use of relay as combination (Moin (veut 
= s 4°90 accelerating relay and contactor. Method of Ti Period 
= SREES Time delay period is also inversely 0 C C ae 1: Adi mane Apo 
A So so proportional to resistance of tube Pe ra a — ~~ 
= 3 , fe or short circuited winding around M , BY aS Sem 
j= Idi : Sess .| core. 
= | cof 1. Timeadj resis | S525 “3 
y eo Neut. or time adj. coil Vass ake 
al 
=) 
3 <ee : : When control switch is closed, con- Control 0.05 to 60 see. Exact 
5 ib ser oy m — denser will be charged since it is Instantaneous reset 
| Pondenser “K - across potentiometer resistor A. 
y | Relay 5 = Opening switch permits condenser 
} by Ad o 38 to discharge through parallel re- 
= 5 sistor B. Negative potential on . ‘ 
}Coil $3 grid becomes steadily lower and, we se A Time —_ 
‘ & at a critical value, plate current in- i di conta be — 
row : =e creases sufficiently to operate relay. ay Cane SAO. 
, / ——— = Condenser leakage causes inaccu- 
‘ 33'S rate timing for periods over one 
Tivee-eleewent aa minute. 
vacuum tu 





‘ - SYMBOLS Light bulb 








WIRING o— 4-0 — 
“DIAGRAM On o{ ) — ~~“ G..0 


Normally Normally Transfer 
Coil open contact closed contact contact 


Vacuum tube Gas-file! 
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THEIR CHARACTERISTICS 


time relay and electronic timers are makes possible an exact time delay 
devices in which the time period is period. 
based upon the storage of electrical or Thermal time delay devices usually 


magnetic energy. 


cost less than the other types, but they 


timing device are manufactured, but in 
general the principle of securing a 
time delay period is one of those tabu- 
lated. Every available device was de- 



































































Motor-driven mechanisms are usually must be applied only where an exact signed for a specific application and 
used to obtain long time delay periods. time delay period or a quick reset deviations from standard applications 
The a.c. synchronous motor, which is period is not required. are liable to result in unsatisfactory 
readily adapted to drive this device, Many variations of each form of operation. 

Type of Time _ i Time Characteristics 
Delay Relay Principal Principle of Operation Wiring , . gl 
: Application Diagram Time Uniformity 
and Device 
Range of Period 
5. DASHPOT sada 
&.- Contacts és% —, 
; oney = = o Piston in dash-pot retards upward 5. 3 to 15 sec. Good 
~~ = SE | movement of armature when coil T Reset time: 2 sec. (approx.) 
ies Son §& is energized. Size of adjustable = 
Coil *C* = Ss © | by-pass orifice in piston determines 
Armature SSEEoO time for fluid to flow through Method of Time Period 
2 — = ons @ e ° ° ° 
Fluid Zo% & | Piston. A check valve in piston Control: Adjustment of ori- 
4_--Piston Ssse5 permits fast reset. fice in piston. 
_--Dashpot Bebo 
. MERCURY : ‘ : 
6 = S Energization of magnet tilts glass % sec. to 3 min. Good 
as A 
tube and permits mercury to flow Instantaneous reset 
33 through orifice. Time period is 
£¢ determined by rate of flow through 
s orifice. . . 
2.5 F Method of Time Period Con- 

23 re. trol: Non-adjustable (size 
Z, 3.2°S of orifice determines time). 
f =E5 
ej 
ERMAL 

_ 2 * ws , ‘ 

= > Bimetallic Sos z Heat generated by resistance type ly sec. to 10 min. _Poor 
o a i strip sEB 8 heater causes bi-metallic strip to mfp Reset time: 1-2 min. 

a a 7 i deflect and close circuit after a (approx.) 
= 1 st ae time delay period. Thermal ca- 

A ~ a = 5 5 pacity of bimetallic strip also de- o—{ Method of Time Period 
Qa i. 2S Pm 3. termines time period. Contacts T Control: Adjustment of bi- 
- \, E_pSeo. have slow make and break action. metal travel and heat dissi- 

; 7 ‘ — mon at 

g - Contacts S2FES pation of heater. 

- 

- : Control y 
< 8. THERMAL = Hot filament resistance of tungsten switch 1/60 to 14 sec. Poor 
z Light bulb = filament lamp is many times cold Ly’ ; Reset time: 15 to 30 sec. 
3} o” .T* ” filament value. When _ control tight (approx.) 

5 \ aaenere _ switch is closed, voltage divides . 
< J \ Relay S 2 across resistor and bulb in propor- 

4 <5 tion to their resistances, At start, Sitieed of . Tine ected 
Ee a large proportion of voltage drop Control: Adjustment of re- 
A }Coil o° appears across resistor. After a sistor and selection of bulb 
f “C* ae short time delay, lamp resistance wattage. 
7-1 5 increases and its voltage drop is Z 
Resistor sufficient to operate relay. Tr T 
9. THERMAL z _ of ra * to 15. see. Fair 
Fluorescent lamp pa Above a certain critical voltage, , Perr a a eset time: 15 to 30 sec. 
starter tube a) in fl 1 t tab yy? serve (approx.) 
. = gas in fluorescent lamp starter tube !  Bimetallic 
\ Relay cont. m conducts current and heats one of \. electrode 
\ 7 = bimetallic electrodes. After time Vox Method of Ti Period 
\ Relay : delay period proportional to glow Cor ae # * aiiieie See 
F a discharge current, two electrodes - a h -iggmeonencays : ws 
/ a = contact each other and close relay 7 aol SS oe 
1 4 = il circuit t te relay. ae 
‘ oe coil circuit to operate relay ont 
Resistor me T (continued on next page) 
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Wo Ba A 
Adjustable Potentiometer Heater Motor Transformer Condenser Wires not Wires 
resistor resistor connected connected 
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TIME DELAY RELAYS (continued) 











































































































































































































Type of Time Principal Wiring Time Characteristics 
pet Pn Aplication Principle of Operation Diagram Time Uniformity 
an evice Range of Period 
10. MECHANICAL 7 1 3 
o +S to 17 sec. Good 
ESCAPEMENT one Instantaneous reset 
Escapement > £5 Energization of coil lifts armature 
i “’ mechanism = zs > to elongate tension spring. Stored oc) 
Rack B= 35 energy in spring tends to lift 
“Magnet Secs lower lever arm, which is retarded 
y “¢ = by escapement mechanism. When Method of Time Period 
1 coi £S ° - pinion gear has been rotated suf- ae fs lle ‘adi ‘on a 
= >» = 5 ficiently, rack teeth are disengaged ~~» f b — h wee - 
ssB° and lower lever arm is free to — © gene | a 
Armature HS tS move upwards and operate timed escapement mechanism. f 
' ~Spring 2 E & 2 contacts. oe of a in Beet 
999<-Instantaneous EL eEs gear permits longer time period. 
/ contacts “]* wES ‘ 
‘Time contacts “T*” p 
S) 
Il. MOTOR ; ’ h 
Motor "M* oe ° &% 2 = ” When relay coil and synchronous nor preted 1 see. to 00 Exact p 
‘< ar satus motor have been energized, instan- f Reset time: 1 sec. (approx.) 
Tame : ry ee taneous relay contact is operated y t 
cont “7” 2s and gear train is engaged to motor T s 
_ 3 & es : 
Z, ‘Cam s3.% pinion gear. Operation of gear Method of Time Period 
ea ies. o5 £2 train rotates cam and permits time Control: Shifting of gears 
fe taneous Sea es contact to close after time delay. a! | aie and setting of tripping cam. 
> . cont. I” a Wines Gear train is usually disengaged 
oO \. Armature = ets upon de-energization of circuit to ] l 
g pw See tenes ress permit quick resetting. inet Mine 
\ 
e 12. THERMAL Long ti d 
° oy Ds _Long time . 
Zz Transformer 3 — Se 8 The U-shaped bimetallic strip car- ’ ‘ 5 2 to 15 see. Fair te 
5 (ron frame ,U-sheped 5 22°52! rying moving contact is heated by short Reset time: 30 to 60 sec. ‘ 
By gPimetal 13 SS 25] secondary current of transformer. whee (approx. ) : 
es “ss 25] Deflection of bimetal closes circuit . 
< Station. Se Ses “ : ; =—— P 4 re 
contadi | B®S5S 9 after time delay period. Stationary Method of Time Period 
14 Screw 2 gS S| contact is also mounted on bi- re Control: Adjustment of bi- T 
A : ‘Sorin a 4 metallic strip to compensate for Bimetal metal travel and tap setting “ 
— Contain oe 2°S as 35 ¢ | ambient temperature. rs, on transformer primary. is 
a 
Se el With control switch open, con- 0.05 to 60 sec. Exact t 
“ SERS 's d C-1 is charged to potential Reset time: 2 sec. (approx.) P 
yo 2°55 enser is charged to potentia eset time: pp 
is ee. 8s V-1 by one-half wave rectification. W 
if Transformer at “= 2 ow Time period is initiated by closing W 
\ | | Five-element sPce 5 control switch, which applies trans- al 
‘| | gas-filled tube “3 3 former voltage directly to tube. 
rut | Comtece 27 w= «| Voltage V-1 across condenser C-1 a 
.3s 7 Pe aESES =| is greater than V-2, hence grid is Method of Time Period p 
‘at 1 H = goa o = ? * 
Tae. = g<.& © =| negative and prevents current from Control: Adjustment of volt- p 
\ y Es 3 5-£ | flowing in tube. As condenser dis- age V-l by potentiometer th 
-S & o“"S.| charges through resistance R-1, V-1 resistance. * 
h = S=-5.© 5] decreases and tube permits current 7 
1 |e £ =-2 .| to operate relay coil C when V-1 rT to 
*t i "> we =e] is less than V-2. i, = ce 
“Heeminad one ‘ BESSES switch f o 
oars ie 
fir 
. - . 
Current and Power Ratings, Dimensions and Costs : 
‘ Ampere Contact Watts Typical Dimensions i qu 
Type of Time Delay Rating (Approx.) | Actuating Inches Relative bi 
Relay and Device Burden Cost | 
220v. 600v. | (Approx.)| Height | Width | Depth | Index : 
v 
it MI, nw co cna cake ewan aku 3 3 25 6 4 5 250 = 
~  ,» & SO ESEge errors es seonnere 3 3 40 8 5 6 400 th 
OE) 6 Bite 5 Aux. Cont. 40 7 5 6 400 , 
5 35 SEE ee ee ee eee 300 Main Con : the 
IN oiuissk + ks wns ude ee 3 Ah 100 7 5 5 600 ish 
- (2 ae eas 3 5 7 8 " \ 300 ns 
g Mad ig od i adh tae a 5 10 5 3 3 150 & 
| aes 5 5 10 t 4 3 100 fax 
CS | 8. Thermal (light bulb)................ 5 50 8 6 1 75 Su 
- 9. Thermal (fluorescent lamp starter tube) 5 15 6 1 3 79 he: 
10. Mechanical Escapement............. 10 10 50 8 5 7 400 alt 
O ES ere 10 10 15 6 6 6 400 eq 
< sie ag oh a wining atin ad ne 5 5 10 3 3 5 150 ten 
eer ities ibe ass sae ie we 3 15 7 5 5 300 wi 
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SPRING STEELS — II 


Data Required for Selection 


O BRING existing data and re- 
i) sults of new findings pertinent to 

spring stee's up-to-date, and to 
arrange such information so that engi- 
neers, designers, and others who design 
springs or specify spring steels may 
have easy access to it for reference pur- 
poses, this article cuvers all the impor- 
tant basic types and compositions of 
spring steels. Part I, published in Prop- 


Music wiRE is the best quality cold- 
drawn, high carbon, spring steel ob- 
tainable. It has exceptionally high 
strength, uniformity, and temper, and 
is used for the great majority of springs 
requiring wire diameters up to ¥ in. 
This type of wire is frequently called 
“piano wire” but the name “music wire” 
is more generally acceptable. The names 
are derived from the application of 
this wire to stringed instruments, es- 
pecially the piano. The color of the 
wire is similar to clean, polished steel 
with a bright lustrous finish and is 
obtained by drawing the wire through 
a liquid tin solution prior to the last 
pass through the drawing die, thus de- 
positing a very thin coating of tin on 
the surface of the wire. This finish is 
standard for all music wire. It is much 
too thin to act as a good rust-resistant 
coating, but it does keep the surface 
sufficiently clean so that electro-plated 
finishes such as cadmium can be ap- 
plied directly without acid dipping. 


Manuracture. Music wire of excellent 
quality and high tensile strength com- 
bined wtih good ductility can be ob- 
tained exactly to size desired from 
Sweden in norma! times. Excellent 
music wire comparing favorably with 
that produced in Sweden is made in 
the United States from imported Swed- 
ish steel rods. Due to the difficulty 
encountered in obtaining Swedish steel 
at this time, it is necessary to manu- 
facture music wire from domestic steel. 
Such steel is made by the acid open- 
hearth or electric-furnace process and 
although of goed quality, it does not 
equal the Swedish steel in uniformity, 
tensile strength, or ductility. Music 
wire, like “18-8” stainless steel, phos- 
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HAROLD CARLSON 
Lee Spring Company, Inc. 


uct ENGINEERING foi January, explained 
the effects of alloying elements on spring 
steels, gave general background data on 
wire manufacture, briefly discussed 
methods for increasing strength and 
life of springs, and gave a broad com- 
parison of all types. 

Specific information, paralleling that 
given in this part, was presented for 
hard-drawn steel spring wire in Part I. 


Music Wire Spring Steel 


nhor-bronze and hard-drawn wire, ob- 
tains its tensile strength and hardness 
from cold-drawing. It is essentially a 
hard-drawn wire. The smaller sizes are 
drawn through dies made of drilled 
diamonds and sapphires. 


APPLICATION. Music wire spring steel 
is the best, toughest, and most widely 
used material for all types of small 
springs subjected t» high stresses, fre- 
quent deflections and suddenly applied 
loads. It may be obtained readily in 
many gage sizes as each wire manufac- 
turer draws it to the gage best suited 
to his drawing practice. The wire 
diameter, like all other spring wire, 
should be specified to three decimal 
places. The most popular sizes run 
from 0.005 in. to 0.125 in. dia., but 
some manufacturers on special order 
will supply it in an assortment of sizes 
from ¥g to Ys in. dia. Square and rect- 
angular wire is not commercially avail- 
able. Although this steel is tough and 
durable, springs made from it should 
not be subjected to temperatures exceed- 
ing 250 deg. F. At that temperature, 
springs will suffer a load loss of ap- 
proximately 5 percent when stressed to 
100,000 lb. per sq.in. and this loss in- 
creases rapidly in higher temperatures. 


Design data for two other basic spring 
steel alloys are presented here. Refer- 
ence is made in this article to several 
A.S.T.M. Specifications ending with 
numerals “41.” These were 1939 
Tentative Specifications until adopted 
as standard late in 1941, and can be 
found listed as such in _ existing 
A.S.T.M. publications. Part III, next 


month, will conclude the series. 


CHEMICAL Compositions. There are 
two or three so-called standard specifi- 
cations for music wire (Table V), but 
each has one or two features that need 
changing. All S.A.E. specifications for 
this type of wire permit too much man- 
ganese, phosphorus and _— sulphur. 
A.S.T.M. A228-41, which is a specifi- 
cation recently adopted, has too wide a 
carbon content range and starts at 0.70 
percent which is too low for this type 
of wire. Although it is a fairly good 
general composition, it has tensile 
strength values giving too much leeway 
for exacting requirements. In general, 
carbon on the high side of the ranges 
listed is used for the larger wire sizes 
and on the low side for the fine sizes. 
Special No. 1 and No. 2 are recom- 
mended in preference to the others, 
especially for Swedish steels. Music 
wire made from domestic steel will have 
slightly more phosphorus and sulphur 
than the Swedish steel. 

Other chemical compositions similar 
in every respect to those listed except 
for carbon content, have the following 
carbon ranges: 0.75 to 0.85, 0.90 to 
1.00, and 0.95 to 1.05 percent. 


TENSILE STRENGTH. Music wire ac- 
quires its tensile strength through the 


Table V—Composition of Music Wire 























(Percent) 

Composition Special No. 1 | Special No. 2 | S.A.E. 1085 |A.S.T.M. A228-41 
iss cw nous 0.80-0.90 0.85-0.95 0.80-0.95 0.70-1.00 
Manganese........ 6.25-0.35 0.25-0.45 0.60-0.90 0.20-0.60 
_. Seeley: 0.15-0.25 eT © I area er 0.12-0.30 
Phosphorus. ....... 0.025 Max. 0.025 Max. 0.040 Max. 0.030 Max. 

ae 0.025 Max. 0.025 Max. 0.055 Max. 0.030 Max. 
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bends and where the spring outside 
diameter divided by the wire diameter 
is less than five. For all general springs 
the 360,000 lb. per sq.in. wire is beg. 
For springs subjected to abnormally 
high stresses the 380,000 lb. per sq.in, 
wire will have the highest fatigue life 
provided the spring outside diameter 
divided by the wire diameter is larger 
than seven. 

There are three definite ranges of 
desirable tensile strengths as shown jp 
the tensile strength curves, Fig. 2 
Spring drawings should either specify 
the type of music wire desired or leave 
it to the discretion of the spring many. 
facturer. Music wire is always pur. 
chased to a tensile strength range rather 
than by a commercial designation or 
trade name. Thus, if wire of 0.060 in, 
dia. is desired for general use, it should 
be ordered to a tensile strength taken 
from the curves as follows: 307,000 min, 
to 329,000 lb. per sq.in. max. For “low. 
strain” wire it should be ordered 
286,000 min. to 307,000 lb. per sq.in. 
max., and for “high-strain” wire, it 
should be ordered 329,000 min. to 
350,000 lb. per sq.in. max. The curves 
in Fig. 2 were made up from data re. 
ceived from several wire drawing con- 
panies and it is hoped that these three 
ranges will become a standard for all. 
At the present time, the A.S.T.M. 
A228-41 specification tensile strength 
recommendations vary over a_ wide 
range permitting too much leeway for 


Table VilI—Music Wire 


Tolerances 





Fig. 2—Tensile strength of music wire spring steel 


cold work performed on it when drawn 
through the drawing dies. The reduc- 
tion of area per pass and number of 
passes through the dies determines the 
wire size and hardness in addition to 
the tensile strength. Each wire manu- 
facturer has his particular method of 
wire drawing and although all methods 
are very similar, no two companies pro- 
duce wire exactly alike, nor will two 
batches of wire of the same diameter 
and chemical composition made by any 
one company by the same method, pro- 
duce wire with exactly the same tensile 
strength. Most wire manufacturers 
make one type of music wire conform- 
ing to one set of tensile strength values. 
Others produce two, three and as many 
as four grades, all with the same chem- 
ical composition. It is exceptionally 
difficult to determine the exact tensile 
strength of wire within 10,000 lb. per 
sq.in., especially on the fine sizes. For 
this reason, it is preferable to have 
three standards or tensile strength 
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ranges. In drawing a wire of about 
0.030 in. dia. to a desired tensile 
strength of 360,000 lb. per sq.in., it 
might actually come out with only 
340,000 lb. per sq.in. or as high as 
380,000 lb. per sq.in. For practical pur- 
poses, each of the three wires has some 
particular advantages over the others. 
The wire with the lower tensile strength 
will have less hardness, greater ductil- 
ity, and will be especially suitable for 
springs subjected to flexural stresses 
such as torsion springs and rings, and 
for springs requiring sharp kinks or 





(A)—AVERAGE OF MANUFACTURERS 











Plus or 
Wire Dia., In. Minus, In. 
ee 0.00025 
OO9G5 to @Oa2.............. 0.0003 
@.0825 to G.063.............. 0.0005 
OO 0.0008 
Olas Ge Giee...........<.. 0.001 
O.156 -40 O.940. 2... .6.505.5. 0.0015 
NN 655: crew sora Gud 0.002 
(B)—A.S.T.M. A228-41 
0.026 end under.:........... 0.0003 
8 gg 0.0005 
0.064 and Over.............. 0.001 





Table VI—Physical Properties of Music Wire 





Elastic Limit in Tension; Percent of Tensile Strength 
Elastic Limit in Torsion; Percent of Tensile Strength 
Modulus of Elasticity in Tension E...... . . 
Modulus of Elasticity in Torsion G........ 
Modulus of Elasticity in Torsion G........ 
Hardness, Rockwell C, over 0.100 in. wire dia 
VO ere 
Elongation in 2 in., approx............... 


60 to 75 percent 
45 to 50 percent 
30,000,000 
Up to 0.100 in. dia., 12,000,000 
Over 0.100 in. dia., 11,750,000 

42 to 46 


8 percent 
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exacting requirements. Army and Navy 
gecifications are so indefinite in this 
respect that inferior grades of wire 
meet their requirements. 

PHYSICAL PROPERTIES of music wire are 
sted in Table VI. All music wire up 
to % in. dia. can be bent around an 
arbor equal to the wire diameter, with- 
out breaking or cracking the surface. 
(All diameters over 4 in. are special.) 
ToteRANCES. Each wire manufacturer 
has his own wire drawing limits and 
tolerances. Table VII (A) lists the 


tolerances that may be expected on com- 


mercial wire and which is a fair repre- 
sentation of those acceptable to the 
trade. Table VII (B) shows the toler- 
ances recommended by A.S.T.M. A228- 
41, but these are far too large to permit 
exacting work. 


Price. The average price in 1940, in 
quantities of 50 to 100 lb. for commer- 
cial standard music wire varied con- 
siderably depending upon the wire 
diameter as shown in the table. 

The cost per pound varies in accord- 
ance with the quantity ordered, wire 
size and tensile strength. A small quan- 


tity of fine wire becomes quite expen- 
sive; ten pounds of 0.10 in. dia. wire 
may cost about $1.50 per lb. Low- 
strain wire runs about 10 to 20 percent 
less, and high-strain wire about 10 to 
20 percent more than the price shown 
in the table. 





Wire Dia., In. Price Per Lb. 





eS | esa 45 to 80 cents 
i oe rr 30 to 45 cents 
oo a 20 to 30 cents 
ee) ene 17 to 20 cents 





Oil-Tempered Spring Steel Wire 


QIL-TEMPERED SPRING WIRE is a good 
quality, cold-drawn. high-carbon spring 
steel, uniform in quality and temper, 
used for the great majority of springs 
requiring wire sizes of ¥g to ¥% in. dia. 
The color of the wire is a dull, smoky 
black lacking all lustre and_ sheen. 
Springs made from this wire are gen- 
erally coated with black japan to im- 
prove the appearance of the wire and 
retard corrosion. Other finishes includ- 
ing cadmium and zinc are also used. 


MANUFACTURE. This steel is made by 
the basic or acid open-hearth and elec- 
tric-furnace process from domestic ores. 
Wire to be oil-tempered is first cold- 
drawn to the desired size from annealed 
rods and then heat-treated by the “con- 
tinuous-draw” method. In this process, 
the wire is pulled through a molten 
lead bath where it is heated to the 
proper quenching temperature, then 
through oil for quenching, then through 
another lead bath for tempering. Varia- 
tions in the heat-treatment tempera- 
tures and drawing time through the 
baths are closely regulated to produce 
wire with the correct hardness and ten- 
sile strength. 


APPLICATION. Oil-tempered spring steel 
wire is a general purpose steel, com- 
monly used for all types of coil springs 
where the stress range is not too high 
and where the springs are not sub- 
jected to continuous shock or impact 
loadings. It may be obtained readily in 
many gage sizes (Washburn & Moen 
preferred) from 0.028 to % in. dia. 
Square, rectangular, and round wire 
tolled into rectangular shapes with 
round edges are obtainable on special 
order. This type of wire is especially 
recommended for springs requiring wire 
diameters over 1 in. and up to % in. 
Springs made from this steel may be 
used in temperatures up to 350 deg. F. 
with less than 5 percent loss of load, if 
stressed under 60,000 Ib. per sq.in. and 
heated to 650 deg. F. after coiling. 
Oiltempered wire may be obtained 
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also in the annealed or untempered 
condition. It is often necessary to design 
springs with sharp bends or kinks, par- 
ticularly those springs of the torsion 
type or which require that the ratio of 
the outside diameter of the spring di- 
vided by the wire diameter equal less 
than five. For these springs, the an- 
nealed wire is suitable. Such springs 
require heat-treatment to harden and 
temper them after coiling and, of 
course, are more expensive; in the case 
of extension springs, they cannot be 
wound with initial tension. Whether or 
not such springs should be made of oil- 
tempered wire or annealed wire is as 
much a problem of spring manufacture 
as one of design. Most designers of 
springs would do well to leave this 
problem to the spring manufacturing 
companies. 


CHEMICAL Compositions. There are 
several standard specifications in exist- 
ence for oil-tempered wire and several 
ranges of carbon content. Table VIII 


lists some of these. The one most gen- 
erally known, produced more often and 
in larger quantities with the best uni- 
formity and recommended for all oil- 
tempered steel springs, is S.A.E. X1065. 
The compositions containing higher car- 
bon content than this specification are 
sometimes requested by a few designers 
who feel that the higher carbon content 
produces a better spring. Whether or 
not a larger amount is preferable is 
questionable. For wire diameters over 
3¢ in., a higher carbon content is de- 
sirable; for smaller sizes, it is not. 
Most wire producers furnish the larger 
wire sizes with the carbon content on 
the high side of S.A.E. X1065 and the 


smaller sizes on the low side. 


A.S.T.M. A229-41 is made in two 
compositions. Grade A is recommended 
for wire sizes 32 in. dia. and larger. 
Grade B is for sizes less than 2% in. dia. 
A.S.T.M. A230-41 is a specification for 
valve spring wire. The only differences 
between valve spring wire and other oil 


Table VIII—Compositions of Oil Tempered Spring Wire 





(A)—S.A.E, SPECIFICATIONS 






































(Percent) 

Composition S.A.E. X1065 S.A.E. 1080 S.A.E. 1905 
eee 0.60-0.75 0.75-0.90 0.90-1.05 
Manganese............. 0.90-1 .20 0.60—-0.90 0.25-0.50 
PepeGOrUS... ... 2.2.6 0.040 Max. 0.040 Max. 0.040 Max 
| RAE ery oe 0.055 Max. 0.055 Max. 0.055 Max 

(B)—A.S.T.M. SpEcIFICATIONS 
(Percent) 
Composition A.S.T.M. A229-41 | A.S.T.M. A229-41 | A.S.T.M. A230-41 
Grade A Grade B Valve Spring: Wire 
2S SR ae a: 0.55-0.75 0.55-0.75 0.60-0..70 
ae er 0.80-1.20 0.60-0:90 0.50-0.80 
CT ree 0.10—0.30 0.10-0.30 0.12-0.30 
PROSDROPUS.............%. 0.045 Max. 0.045 Max. 0.030 Max. 
ee eee 0.050 Max. 0.050 Max. 0.030 Max. 
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Table 1X—Tensile Strength of Oil-Tempered Wire 











(lb. per sq. in.) 
Group A Group B Group *C (A.S.T.M.) 
Wire, 
Dia., In. — PS — ‘s —— ° 

Minimum | Maximum |Minimum |Maximum |Minimum | Maximum 
0.032 278,000 295 ,000 281,000 311,000 275,000 310,000 
0.035 270,000 290,000 276,000 306, 000 268,000 303 , 000 
0.041 265 , 000 285,000 270,000 295 ,000 261,000 296,000 
0.047 260,000 280,000 263,000 288 , 000 254,000 289 , 000 
0.054 255,000 275,000 257 , 000 282 , 000 248 , 000 283 , 000 
0.0625 250,000 270,000 251,000 276,000 242,000 277,000 
0.072 245,000 265, 000 245,000 265,000 236,000 271,000 
0.080 240,000 260,000 240,000 260,000 230,000 265,000 
0.092 235,000 255,000 235,000 255,000 225,000 260,000 
0.105 230,000 250,000 229,000 249,000 220,000 255,000 
0.120 225,000 245 , 000 222,000 242,000 215,000 250,000 
0.135 220,000 240,000 219,000 239, 000 210,000 240,000 
0.148 215,000 235,000 215,000 235,000 205,000 235,000 
0.162 210,000 230,000 212,000 232,000 200, 000 230,000 
0.177 205,000 225 , 000 210,000 230.000 195,000 225,000 
0.192 200,000 220,000 206,000 226,000 190,000 220,000 
0.207 195,000 215,000 204,000 224,000 185,000 215,000 
0.244 190,000 210,000 197 ,000 217,000 182,000 212,000 
0.250 188, 000 208, 000 195 ,000 215,000 180, 000 210,000 
0.3125 185,000 205 ,000 188 , 000 208 , 000 178,000 208,000 
0.375 180,000 200 , 000 185,000 205,000 175,000 205 , 000 
0.4375 177,000 197 , 000 180,000 200, 000 170,000 200,000 
0.500 175,000 195 ,000 175,000 195,000 165,000 195 ,000 























*A.S.T.M. Values shown in Group C have a further limitation: A single lot shall not 
vary more than 30,000 lb. per sq. in. in sizes of 0.120 in. and smaller, nor more than 25,000 
Ib. per sq. in. for sizes coarser than 0.120 in. 





Table X—Physical Properties of Oil-Tempered Wire 





Elastic Limit in Tension, Percent of Tensile Strength 


Up to 0.250 in. dia 
NE ee 


85 to 90 percent 
80 to 85 percent 


Elastic Limit in Torsion, Percent of Tensile Strength 


Up te Oa GI. . ww ee 
Over 0.250 in. dia........ 


Rockwell Hardness, C Scale 
Up to 0.125 in. dia....... 
0.126—0.250 in. dia 
0.251—0.500 in. dia 


Elongation 
Up to 0.125 in. dia............. 
0.126—0.290 m. dia................ 
0.251—0.500 in. dia................ 


Modulus of Elasticity, in Tension, E 


Modulus of Elasticity in Torsion, G............ 


Weight, lb. per cu. in 


Ree & Shh Bem oe.6 04 0 © 


ante eirec, weeks 45 to 50 percent 


FS le rear har 40 to 45 percent 


Siig 45 to 50 
sf tale ees ihe A ers io 42 to 48 
a samicon ts 40 to 45 





tempered wire are (1) the impurities, 
phosphorus and sulphur, are a little 
better controlled and limited to 0.030 
percent maximum, (2) the wire is heat- 
treated in a controlled atmosphere fur- 
nace to give a very smooth surface to 
the wire so that the slight amount of 
surface scale ordinarily present on regu- 
lar oil-tempered wire is absent, thus 
eliminating the trouble caused by scale 
clogging valves and moving parts in 
valves and motors, (3) it is reputed to 
have a slightly higher stress range and 
fatigue life characteristics due to the 


92 


smooth surface, but the extra cost does 
not warrant its use for this one consid- 
eration for its increase in these proper- 
ties is quite small. 


TENSILE STRENGTH. Each wire manufac- 
turer furnishes oil-tempered steel wire to 
the tensile strength he finds most suit- 
able with his equipment. All are within 
limits that are useful for springs, some 
more so than others. Three groups are 
shown in Table IX. Most wire will be 
within the limits of groups A and B. 
Group C contains the requirements of 





A.S.T.M. A229-41 and is recommended 
for general specifying requirements, 


PHYSICAL PROPERTIES. In addition tp 
properties shown in Table X, oil-tem. 
pered wire up to 1% in. dia. can be bey 
around an arbor equal to the wie 
diameter; 14 in. dia. and larger can he 
bent around an arbor equal to twice the 
wire diameter without breaking 
cracking the surface. This does no 
mean, however, that springs should he 
coiled about such small diameters, byt 
is merely an indication of the bending 
qualities of the wire. 


Toerances. Cold drawn, oil-tempered 
steel wire may, when necessary, be ob 
tained with small tolerances on the wire 
diameter. One manufacturer furnishes 
material in accordance with tolerances 
shown in Table XI (A). The A.S.T.M 
tolerances as shown in Table XI (B) 
are in more general use, although they 
permit too much leeway for exacting 
work. A general rule is “up to 4 in 
dia., + 0.001 in.; over %4 in. dia, 
+0.002 in.” Any  out-of-roundness 
should always be within one-half of the 
total wire diameter tolerances. 


Price. An average price in 1940 for 
S.A.E. X1065 in sizes up to 1% in. dia. in 
the cold-drawn, oil-tempered condition, 
in quantities of 500 to 1,000 lb., ran 
from 6 to 10 cents per lb. depending on 
wire size, the smaller sizes costing 
slightly more than the larger. The same 
wire annealed, and tempered square 
wire, costs about 1 to 20 percent more. 


HEAT-TREATMENT. Springs made from 
oil-tempered steel are usually heated 
after coiling from 400 to 550 deg. F. to 
relieve coiling stresses. For use in ele. 
vated temperatures, they should be 
heated to 650 deg. F. If made from an- 
nealed steel, they should be heated to 
from 1,450 to 1,550 deg. F. (1,500 deg. 
F. preferred), quenched in oil and tem- 
pered at 475 to 575 deg. F. Extension 
springs wound with initial tension will 
lose from 25 to 50 percent of their initial 
tension when heated to 500 deg. F. after 
coiling. 


Table XI—Oil-Tempered Wire 
Tolerances 





(A)—MANUFACTURER’S 





Wire Dia., in. Tolerance, in. 











i +0. 0005 
O0GS T0G150....... 0.05.00. +0. 00072 
0.136 te 0.250....5......... +0.001 

ee a ee +0.0015 

(B)—A.S.T.M. 

Mg ga oe sk ws +0. 601 
Oo a 2 ane +0.002 
0.376 and up................. +0.003 
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TRIKING CHARACTERISTICS 
of urea-formaldehyde resins are 
translucency, attractive depth of 

color, many colors available, and good 
electrical properties. These character- 
istics make urea plastics, although they 
cost nearly twice as much as black or 
brown phenolic molding compounds, the 
best choice for a growing field of uses, 
principal among which are lighting fix- 
tures, machine housings and products 
where appearance is a primary con- 
sideration, and many electrical parts. 
Urea resin adhesives also have many 
advantages over other glues, particu- 
larly for high-strength, water-resistant 
plywood. 

Urea resins are produced by reacting 
urea with formaldehyde, continuing the 
process by means of appropriate chem- 
ical control until the desired degree of 
polymerization has taken place. Urea 
itself is synthesized from ammonia and 
carbon dioxide. The suitability of urea 
tesins for various applications is closely 
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Fig. 1—Molded urea-formaldehyde tombstone fluorescent tube sockets are characterized 
by their mechanical strength, electrical strength and unobtrusive neutral white color 


UREA PLASTICS 


M. H. BIGELOW 
Plaskon Company, Inc. 


dependent upon the type and extent of 
polymerization. 

Urea molded plastics are durable and 
mechanically strong. They are unaf- 
fected by water, oils, greases, and or- 
ganic solvents. Their physical proper- 
ties are listed in Table I. Ureas are 
thermosetting in nature, and conse- 
quently do not deform when heated. 
However, like all organic substances, 
they are subject to decomposition if 


UREA MOLDING COMPOUNDS 





Forms available......... Fine powder, 
granules 
Molding qualities........... Excellent 
Molding temperature.. 290-320 deg. F. 
Molding pressure....... 1,500-6,000 Ib. 
per sq. in. 

Compression ratio............. 2.5-3.0 
Mold shrinkage.. 0.006—0.011 in. per in. 
Colors......... Unlimited from natural 
colorless to black 





heated to high temperatures. Neverthe- 
less they may be used without restric- 
tions at temperatures below 170 deg. F. 
and suffer no effects if intermittently 
exposed to higher temperatures (245 
deg. F.) At temperatures above 170 deg. 
they gradually become brittle, more 
opaque, and lose color stability. In most 
cases where high temperatures are en- 
countered the molded article can be de- 
signed to overcome this effect. 

Typical of applications involving con- 
tinuous exposure to a high degree of 
radiated heat, are plastic reflectors for 
modifying the light output of incandes- 
cent lamps. Utilizing the known upper 
heat limitation of urea plastics, and the 
heat radiation of various wattage lamps, 
curves are available showing safe oper- 
ating positions of semi-indirect re- 
flectors. 

Urea plastics absorb little visible 
light and make highly efficient lighting 
reflectors. These may vary from 6 to 28 
in. in diameter. The number of varieties 
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Fig. 4 Comparison of optical properties of 


available commercially is large. In 
every instance their efficiency is well 
above 80 percent, an improvement over 
materials formerly used. Compared with 
glass, urea molded parts weigh only 
half as much, are not as breakable, and 
permit greater variations in design. 
Urea plastics may be varied in optical 
density from translucent naturals to 
opaque whites. Even these colors can 
be modified to yield pleasing daylight 
effects with little reduction in efficiency. 
Fig. 4 indicates the comparison of the 
optical properties of urea plastics with 
other common luminaire materials. 
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urea-formaldehyde resins with those of other materials used in lighting reflectors 


While urea plastics have long been 
known for their unlimited color range 
and durability, they are now recognized 
also for their good electrical properties, 
particularly where resistance to arcing 
and tracking is important. These prop- 
erties are indicated in Table III. When 
arcing occurs over a urea resin surface, 
the heat decomposes the resin but does 
not create a carbonized track as it does 
with phenolic resins. Therefore, resist- 
ance to arcing remains nearly the same 
for ureas but is reduced for phenolics 
by the track after the first arc flash. 

Urea molded plastics are unaffected 


by light and are odorless, tasteless and 
non-toxic. These several properties 
combined with those mentioned in the 
foregoing tables make urea-formalde- 
hyde plastics suitable for buttons, in- 
strument housings, business machine 
housings, lighting devices, closures. 
electrical items, tableware, kitchenware 
and hardware. 

Effect of moisture on urea molded 
parts is to cause slight swelling, which 
may cause cracks to appear at abrupl 
changes of section when the part is 
alternately subjected to extreme mois 
ture and dryness. Laboratory tests 


Propuct ENGINEERING 








Fig. : 
show: 


Feb: 











zn 








; and 
erties 
n the 
alde- 
s, in 
chine 
sures. 
vware 


olded 
which 
brupi 
art is 
mois: 

tests 


RING 





Table I—Physical Properties of Molded Urea Plastics 





ee Lek ce oss hehe ahah eee Ro Ses kee eeeheeaaees 1.45-1.50 
nh Sie ek ee a 19.1-18.5 
Specific vO 


I Ms OD, a oo eee seen ee decsa sean ee eds 5,000-13,000 
Modulus of elasticity, E, (tension) lb. per sq. in................. 1,550,000—1,650,000 
Ticgecsion stpemgthe, W. per aq. i... 2... eee cee cence econ 24,000-35,000 


en I RE OR BN n as onde a os ke doin tie ete sin esnerencesvene 10,000-15,000 

Impact strength, ft. lb. per in. of notch, 4x % im. bar.................... 0.28-0.32 

Hardness . 
ES EERE SEIN at ESS ee ee ee ee See paper Pe 48-54 
Ee MT ot a ch naira ose, genuans Stace uate ela Mae Saw ate S M 110-M 130 
IE MIEMNDR ED rc eae nner hte y1, Shiseido OP Rc SOIREE IO 3 





Table Il—Thermal Characteristics of Urea Plastics 





IE eT oe ee ere PP eee Peer er ee eee reer ee None 
EE ES ET i Ee ee ee 260-280 
DEEL L ALE ELT ET OE EE SPE TT ee ee Eee EES ere None 
Thermal conductivity, 10-* cal. per sec. per sq. cm. 

Te ee tere Tee EEE EET EERE ET ECT CLE 7.1 
Specific heat, ee 0.4 
MENS o. sicoicas sews a enlepsa mien esis Gres Chars; does not support combustion 





often are made on a newly designed 
part and may indicate modifications in 
the design or molding process that are 
necessary to eliminate cracking caused 
by moisture. 


until comparatively recently, when re- 
search produced dry-film phenolic resin 
glues. The new iesin adhesive was 
waterproof, required no messy glue 
pots, yet was a goed quick-acting, hot 
press bonding agent. Plywood, formerly 
a material which was certain to de- 
laminate in damp places, became suit- 
able for uses that were too severe even 
for seasoned lumber. Chief problems of 
the phenolic glues were the necessity for 
careful control of the moisture content 
of the wood prior to gluing and the 
after-conditioning required. 

Thus urea adhesives were developed. 
They can be applied to wood contain- 
ing up to 15 percent moisture, and re- 
quire no special treatment after gluing. 
They have high strength, both in dry 
bond and wet bond. Strength tests are 


Urea Resin Adhesives 


In addition to molding compounds, 
urea-formaldehyde resins are available 
as water-proof adhesives. The history of 
industrial adhesives began with animal 
and vegetable glues—ill-smelling mixes 
that had to be soaked overnight. The 
development of casein glues next 
brought new life to the veneering indus- 
try with a powder that simply had to 
be mixed with cold water. But the 
first adhesives to give a permanently 
stronger-than-wood bond did not arrive 





Fig. 5—Shear test block of bond of urea-formaldehyde adhesive 
shows characteristic wood failure at glue line 
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always accompanied by a high percent- 
age of wood failure, as shown in Fig. 5. 
The urea glues have high resistance to 
cold water and warm water up to 180 
deg. F. Cold setting glues supplied in 
two parts, and modified urea glues have 
good resistance to hot water above 180 
deg. F. Resistance of all types to mold 
and fungus is high, and exterior durabil- 
ity is good. 

Urea adhesives are divided into three 
general types: cold press adhesives, hot 
press adhesives, and special forms suit- 
able for meticulous operations such as 
the manufacture of formed plywood for 
aircraft and other uses. Properties of 
the various types in common use are 
shown in Table IV. 

Urea glues are sold in two forms: one 
where the hardener is sold separately 
and must be added to the mix just 
before the spreading operation, the 
other where the hardener is incorpo- 
rated in the glue as a component part, 
or ready-mixed. Once the hardener is 
added there is a definite working life 
for the mix, after which it is so far 
polymerized that it jells or sets up. 
Many industries prefer the two-part 
glue. A day’s batch of this can be 


Table II—Electrical Properties 
of Urea Plastics 





Dielectric strength, volts per 


Riis ctr fens wa lionG.. ac. 650-72 
Dielectric constant 

NE oe ass os wk aiid kyisidcan 7.6-8.6 

NE ois setae aos aa Sam 6.6-7.7 


Power factor 


60 cycles....... 0.040—0.055 


CO ee 0.027-0.035 
Volume resistivity, Ohm-cm... 10-10" 
a Excellent 
oh 5h o'o5 oe Reda wehe None 
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Fig. 6—Section through Flexible Flier ski showing laminated 
wood strips permanently bonded together with urea-resin glue 
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mixed, and the proper amount of hard- 
ener can be added to proportionate 
parts of the mix as required throughout 
the day. Where large batches are sel- 
dom demanded, the ready-mixed is gen- 
erally preferred. 

Urea glue lines are practically color- 
less. In some industries where maxi- 
mum physical properties are required 
and where a singie failure to incor- 
porate hardener would endanger repu- 
tation and life, such as in aircraft manu- 
facture, the hardener is tinted with a 
dyestuff which enables visual inspection 
and supervision of the final assembly. 


Urea Protective Coatings 


Although urea resins by themselves 
give films which are brittle, have poor 
adhesion and craze, urea resins used in 
conjunction with other organic film- 
forming materials make good quick- 
drying weather-resistant finishes for 
steel surfaces such as automobile body 
panels. In these finishes, urea resins 
are plasticized by alkyd resins and are 
combined with other ingredients to form 
enamels, Characteristic types are: 

Urea resin-alkyds modified with un- 
saturated oils or acids produce baking 
finishes highly resistant to discoloration 
over long aging periods, as well as 
chemical resistance to fats, oils, solvents 
and other chemicals. Industrial applica- 
tions of such a finish include refrigera- 
tors, household and hospital utensils 
and fixtures. 

Urea resin-alkyds modified with un- 
saturated fatty acids and oils furnish 
excellent vehicles for automobile body, 


as butanol solutions containing 50 to 60 
percent solids. They may be further 
thinned with aromatic hydro-carbons 
such as toluene and xylene. 

Characteristics of all of these resins 
are shown in Table V. 


Special Forms of Urea Resins 


Other forms and uses of urea resins 
are known, but because of present war 
conditions their use is not commercially 
exploited except where indicated for Na- 
tional Defense. These include foamed 
urea resin, special dry coating mate- 
rial, resin for laminated high-impact 
fabric, crease-proofing compound, fire- 
proofing finishes, wet-strength p2zper 
resins and resins for laminated paper 
containers. In brief the properties and 
characteristics of these materials are as 
follows: 


Foamep Urea ReEsIN. This material is 
a light-weight fluffy mass which has 
unique sound proofing and thermal in- 
sulating values. Quantitatively, its prop- 
erties are: 

Density—0.83 lb. per cu.ft. 











Heat conductivity—0.23 b.t.u. per 
sq.ft. per hr. ped deg. F. per in. 
Sound absorption (Box method) : 
Thickness Frequencies 
(Inches) 
256 512 ~—+1,024 

34 0.27 0.48 0.80 

1 0.30 0.53 0.90 

1% 0.41 0.75 0.80 








Dry Coatinc SurRFACE Compounp. This 





quently pressed to a hard impervious 
surface by pressure and heat. This ma. 
terial is generally applicable to har 
materials, such as laminated phenol.cs. 
but requires control of the core mate. 
rial Obviously, this process is limited 
to smooth flat sheets. 


LAMINATING Resins. Urea laminating 


resins 


have been 


available for 


some 


time. Thin, flexible sheets using cloth 
or paper can be produced. Other resins 
are now available for the manufacture 
of laminated canvas for the production 
of high impact resisting molded forms, 
These materials are especially adapted 
to cold pressing or hot pressing using 
autoclave methods. 


CREASE-PROOFING and wet-strength pa. 
per resins are used widely in the tex. 
tile and paper trade but the present 
shortage of resin raw materials is ser. 
ously limiting their use. Undoubtedly 
when the present condition improves, 
this field will become more widely de. 
veloped. These resins add so materially 
to the quality of the finished product 
that there will be an increasing demand 
for their use. 


Table V—Specifications of Typ. 
ical Urea Coating Resins 





Non-volatiles 
Solvert (butanol) 
Thinner (xylene) 


Viscosity (Gardner- 
_ - eae 
Acid number.......... 


Water 


Wide range N-Z; 


3.5 to 10 
0.1-4.5% 


Compatibility (parts by volume) 
PRI ooo 8 55 5p 


Complete to 30-1 















































" : ‘ : : High sol hth 5.6-1 to 21-1 
bicycle, and toy enamels. These enam- is a special modification of urea-formal- Mineral i a % petite 3-] 
els withstand rough usage and outdoor dehyde cellulose compound which can Weight, lb. per gal................ 8.4 
exposure. be mixed with water and applied to See rer rey Water-whit 
Urea resins for enamels are available surfaces by spray methods, then subse- 
Table [V—Types and Properties of Urea Adhesives 
Life | Spread, Press- | Press- . 
r ~ a = Db | As ae png iene Principal 
: orm or " Mix- j : ime es- rincipa liaaie 
Adhesive Supplied Cold y og ture, | sq. ft. — at sure ei , Uses Note: 
Press Use 70 deg. Dry 70 deg. | Lb. per Weesanin 
- F. Basis F. sq. in. 

Cold 2 parts, Cold Mix 5 hr. 30-45 | 15 min.| 6-12 hr.| 100-300] none Plywood May be extended 
Setting pwdr. and Cold joints, heavy | with flour or 

hardener cross sections | blood albumin. 
Cold Ready- Cold Mix 5 hr. 30-45 | 15 min.| 6-12 hr. 100-300} none Household May be extended 
Setting mixed Cold uses, furniture] with flour or_ 

blood albumin. 

Hot 2 parts, Hot Mix 1 day 25-40 | 48 hr. | Varies with tem-| none Plywood, fur-+] May be extended 
Setting pwdr. and Cold perature and niture, joints | with flour and 

hardener thickness of ve+ albumin. 

neer 

Modified 2 parts, Hot Mix Several | 15-30 | Up to] Varies with tem-| none Especially de- 

pwdr. and Cold hours several | perature and signed for 

hardener days thickness of ve- formed ply- 

neer wood 
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MICA AND ITS 





CONSERVATION 


Mica, a highly important electrical insulation, is affected by the war because the imported material is 


cheaper and better. Development of domestic production, utilization of lower grades, and new designs for 


other materials are conserving present supplies. 


MICA, 90 percent of which is used as electrical insulating material, owes its top rating in this field to its dielectric 


strength. This quality of mica is both initially high and well maintained at temperatures far beyond 


those ordinarily encountered in electrical apparatus. 


RESISTANCE TO COMPRESSIBILITY, imperviousness, toughness, availability in thin sheets, the inability of water and 
oil to affect it, and its relatively low cost are also important. Its transparency is not important in insulation, 


but of course is well known and valued in minor applications of some grades. 


MICA INSULATION is used in commutators for motors and generators, in high voltage armature coils, transformers, 


radio condensers, radio tubes, airplane spark plugs, control equipment and various forms of heating 


apparatus. 


NO SUBSTITUTES for the best qualities of mica for insulation have yet been found which would permit of construction 
of many types of electrical apparatus in their present forms. Mica block and splittings suitable for the most 


>> > 


important applications have always been imported, chiefly muscovite from India but also, in much smaller 


volume, phlogopite from Madagascar and Canada. The only reason for superiority of imported mica over 
domestic mica is its more careful preparation and better grading. The U. S. Bureau of Mines reported in 


1935: “Comparable grades of mica, irrespective of source, are virtually identical as to dielectric strength 


and power factor.” 


By far the bulk of mica used in the U. S. is classed as “scrap,” which is the raw material for making 


both wet- and dry-ground mica. Such mica is not “strategic” because ample supplies could be produced 


domestically at relatively short notice and because many of its uses are not essential to war needs. High 
grades of domestic mica are insufficient in quantity and are produced at greater cost. 


Table I—Physical Properties of Mica 





Ora MR nis kloan eknw cd uwateahnded scankieceeh kane 0.0036 

Pe MEDI o6 OLN coed kneiiceau sian Rewlaeasseecnaaeasuse 0.0016 

Seeman: LPP MONON CUMING) 6... 0555606 cc acuineccnsccaces 0.0010 

Ce Ee SO ee 0.0012 

Dielectric strength—Amber sheet 2 to 3 mils thick................ 2.000 volts per mil 
White, ruby, or soft green 

Se. ae ere 3,000 to 4,000 volts per mil 

IN MN oe ae adic s Ee abink aay e adn aad ade ebemend 2.55 to 5.9 

SESE Ee Peper rer ers Pere ny eT reser ee 0.001 to 8.4 

I cu, Ss taht lp nine ei dea. nese 

DE Stel cvisvhecsctteRamkiadiine seks anbinkoveeearatnrdteewepeerked 2.1 te 3.1 

ee er ee eR eee ee 0.206 to 0.208 


Chemical analysis—Mica is a double silicate of alumina or magnesia, and potash or 
soda, combined with varying proportions of potash, soda, and 
other impurities. 
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LOW-GRADE MICA. Relatively low 
qualities of mica block and splittings 
can be used for some purposes where 
higher qualities have been used before. 
Its use encourages domestic mica min- 
ing operations since a large part of the 
material produced is of such quality 
or is a by-product from the highest 
quality primarily sought. No restric- 
tions in its use, therefore, are antici- 
pated. 


MOLDED MICA. The most important 
electrical insulation depending upon 
ground mica, which is usually made 
from scrap, is a 


molded material 
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bonded with lead borate and used ex- 
tensively in high-frequency apparatus 
because of its low power factor, high 
mechanical strength, heat resistance 
and imperviousness. This material has 
better electrical characteristics than 
porcelain, and is stronger except under 
compression. It is not as refractory as 
porcelain or mica, but is superior in 
this respect to ordinary molded com- 
pounds. It has high chemical and di- 
mensional stability and a low coeffi- 
cient of thermal expansion. 

Ground or powdered mica is used 
considerably in paints, roofing com- 
pounds, Christmas tree “snow,” wall- 
paper and electrical insulation. It is 
also excellent for thermal and sound 
insulation. 


BUILT-UP MICA. Production of built- 
up mica is dependent upon supplies 
of splittings. Its principal use is for 
commutator segments and other _in- 
sulation for electric motors and genera- 
tors. Shellac was used exclusively for 
bonding up to about 1925. Since then 
alkyd resins have been employed ex- 
tensively and could successfully still 
further replace shellac, which comes 
only from India, in proved applications. 

For rigid mica in commutator con- 
struction, shellac is used to a greater 
extent than alkyd resins, largely for 
economic reasons, but for flexible mica 
one large concern uses alkyd resin 
bonds exclusively. Shellac has been 
preferred in built-up mica for high 
voltage machines because of apparent 
greater stability under heat and pres- 
sure, and for cold-molded cones or V- 
rings for its faster setting up or hard- 
ening without application of heat dur- 
ing the molding operation. A modified 
alkyd resin bond was developed re- 
cently which will meet these and other 
special conditions. This is now on trial 
for the mica segments of commutators 
for railway motors. Experience of one 
large corporation indicates that alkyd 
resin cementing or bonding varnishes 
canbe used to replace shellac entirely 
in all built-up mica, both rigid and 
flexible. 

Some of the raw materials used for 
alkyd and modified alkyd bond, such as 
phthalic anhydride, glycerine and viny] 
acetate, may not always be obtainable 
during war so that choice between shel- 
lac and synthetic bond may depend 
upon relative availability. 

Built-up mica is available in many 
grades determined both by mica qual- 
ity and size, and bonding material. 
One large manufacturer supplies 18 by 
36 in. plate in most grades and a few 
grades 36 by 36 in. Thicknesses range 
from 0.005 to 144 in. Combinations of 
mica with paper, cellophane, fish paper, 
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Table II—Commonly Used Canadian Micas for Electrical Insulation 





ee eee 
2. Approaching Milky Amber............. 


i WwW 


ee ee re 


Fe Ne rer 
MTN onc. 45a 5 ayana se lai aie ese melee 


es, 


ere 1. Soft, less heat-resistant than 
.....3-4-53 used in splitting form 


for commutator segment mica 


waters Slightly harder than 1 and 2, 
SEATS more heat resistant; used principally 


for heater plate. Can also be used 
for segment plate. 


Se Exceptionally high grade of ambe 


mica; considerably more heat resistay 
than 1-2-3-4. Limited quantity. 


The properties of amber mica which give it preference over muscovite for som 
applications are higher heat resistance and greater softness. Muscovite mica yijl] 
dehydrate or lose its water of crystallization between 1,020 and 1,110 deg. F. where 
temperatures between 1,290 and 1,830 deg. F. are required for dehydration of varioy 


amber micas. 





press-board, and other materials are 
produced, as well as built-up mica 
tapes, tubing, segments of standard de- 
sign, and V-rings. 


Machining Built-up Mica 


1. Punching is done with a die as 
with metal except that the stripper is 
a rubber ring fitted snugly around the 
punch and extending Ye in. below the 
cutting edge. Die walls must be 
straight and smooth for at least 14 in. 
from cutting edge. Close fitting of 
punch and die is essential. 

2. Sawing is best accomplished with 
a band saw 22 in. thick by 4 in. wide, 
8 points per inch, running at 5,000 ft. 
per min. Teeth should be set to cut 
slot é: in. wide. Several thicknesses, 
fastened together, should be sawed at 
one time. 

3. Turning. In the lathe best re- 
sults are obtained by using a sharp 
pointed high-speed steel tool with clear- 
ance angle of not less than 30 deg. and 
rake angle on top not less than 7 deg. 

4. Drilling is done with regular high- 
speed twist drills running at a _ pe- 
ripheral speed of 130 to 145 ft. per min. 
Drill point is ground at an included 
angle of 108 deg., same as for metal, 
but the hook on the lip is ground off, 
same as for drilling soft brass. Stacks 
backed with wood, fibre, or other ma- 
terial prevents flaking or excessive 
burrs. Tightly clamped steel jigs may 
be used also. 


CLASS “B” INSULATION. For tem- 
peratures up to 257 deg. F., mica has 
been by far the most satisfactory basic 
material. It is required particularly for 
commutators of motors and generators, 
coils and high voltage rotating appa- 
ratus as well as radio tubes, condensers, 
and spark plugs. For these purposes 
India and Brazilian block and India 
and Madagascar splittings are decid- 
edly superior and constitute the only 
satisfactory source of supply. 

Of the two types of mica, muscovite 


eon 


or white India mica and phlogopite 
amber from Madagascar, the former js 
more difficult to cut or mill in the built. 
up form commonly used in commutators 
and also more difficult to smooth of 
the surface by a sanding or grinding 
operation. Phlogopite is generally pre. 
ferred for commutators because jt 
wears down as fast as the copper. 

As yet no suggested substitute for 
mica has proven acceptable. Substi- 
tutes are usually low in dielectric value, 
imperviousness, transverse strength, and 
water resistance in comparison with 
mica. Very thin films such as those 
made from Bentonite, a clay-like min. 
eral, have been developed recently, but 
are not commercial substitutes. 

Among the other inorganic materials 
available in sheet form, the most pron- 
ising for partial replacement of mica 
are asbestos and fiber glass. In the 
usual woven or felted forms, both re. 
quire filling of pores to secure impervi- 
ousness, but it is possible that clear 
solid glass may be secured thin enough 
to be of interest . It is also possible that 
an inorganic filler under investigation 
by one large company may become of 
practical value for filling porous Class 
“B” insulation. 

Initial tests by some companies indi- 
cate the feasibility of using thin sheets 
of felted asbestos (a) on the cushion 
side of built-up mica to serve as a sand: 
ing surface; (b) for a backing o 
commutator shells; (c) in mica tubes 
in place of some of the mica; (d) for 
collars between decks of field coils and 
(e) in composite flexible mica, perhaps 
in conjunction with cellulose acetate. 
One large user of mica expects to Ie 
duce mica consumption about 6 percent 
by these substitutions. 


CLASS “A” INSULATION. Mica i 
used to some extent where not techii- 
cally required, as for slot insulation 
DC armatures. It is probable that cel: 
lulose acetate, combined with other 
materials, can be used _ successfully. 

Elimination of mica from transform- 
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ers and induction regulators has saved 
mica and reduced cost while providing 
an improved insulation. Very dense 
papers, such as pressboard, when thor- 
oughly dried and filled with oil, are 
much betier insulators. Substitution in 
transformer tanks was made possible 
by designing tanks to be water tight. 
Such elimination of mica was accom- 
plished during the past five or six years. 
With regulators, the change was more 
recent and was accomplished by the 
same procedure. 


Leading Applications 


Spark Pxiucs. Airplane spark plugs 
contain so-called “cigarette” mica, a 
0.030-in. wrapping surrounds the central 
electrode, which must be of highest 
grade mica. Domestic mica of suitable 
quality has lessened the difficulties of 
procuring washers for spark plugs ex- 
cept nose washers which are made of 
small block or punched phlogopite. The 
situation has been partly relieved by 
expansion of production in Canada. 

Plugs having top chambers lined 
with mica of “cigarette” quality have 
been replaced by one manufacturer by 
heat-resisting glass tubes separated 
from the metal by an outer ring of sheet 
asbestos . 

Mica may be dispensed with alto- 
gether in spark plugs as the result of 
development of improved ceramic cores 


by several manufacturers. Most of 
these appear to be made of high- 
alumina mixtures. Difficulties with 


ceramic plugs are largely of a design 
nature and due to the trouble of making 
metal and ceramic material compatible. 
Failure of a ceramic plug, however, 
may have more serious effects than fail- 
ure of mica plugs. Engine manufac- 
turers must, therefore, be extremely 
cautious in adopting ceramic plugs. 

Substitution of ceramic spark plugs 
for mica plugs is necessary from the 
standpoint of improved spark plug re- 
liability and engine performance, ac- 
cording to one manufacturer whose ex- 
perimental work indicates that complete 
substitution of mica plugs will take 
place although it will take time for ac- 
complishment. 


Conpensers. Condenser mica is musco- 
vite having special properties that 
make it more valuable than ordinary 
mica. Mica condensers are used princi- 
pally in radio equipment and in ‘mag- 
neto ignition systems for airplanes and 
tanks. Paper or other types of con- 
densers can be used for most industrial 
service. For radio transmitter and high 
tension magneto condensers, clear mica 
was formerly specified, then slightly 
stained, and now fair-stained quality is 
generally used. 
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For radio receiver condensers and 
low-tension magneto condensers, good- 
stained mica is generally acceptable 
and actual requirements of sizes larger 
than No. 6 are relatively small. Selected 
Brazilian mica has been accepted re- 
cently and tests on domestic mica indi- 
cate that it also can be used. Bengal 
ruby mica was used almost exclusively 
until recently. No satisfactory substi- 
tute for mica in condensers for leading 
strategic uses is now indicated. 


Rapio Tuses. Most of the mica used 
for bridges, spacers and other supports 
in radio tubes is good-stained India 
mica, No. 6. However, both South 
American and domestic mica have 
proved suitable for these uses and no 
difficulty is anticipated in obtaining 
supplies. If shortages should develop, it 
is probable that the situation could be 
relieved by reducing the quantities of 
good-stained or even stained mica used 
in certain household appliances. 

Still another backlog is the possible 
substitution of porcelain and talc prod- 
ucts, thus releasing mica for condensers. 


Commutator WitHout Mica. Com- 
mutators of small motors used for re- 
frigerators, vacuum cleaners, fans, etc., 
may be made entirely without mica by 
a construction covered by U.S. Patent 
No. 2,207,594. In this construction, in- 
stead of copper segments preformed to 
the exact shape and size required, a 
single copper strip is punched with 
notches or indentations along both 
edges. 

This copper strip is then formed into 
the proper cylindrical shape over a pre- 
formed insulating sleeve which may be 
of a suitable sheet fiber. The prongs 
of the outer copper sheet are then 
firmly clamped over the inner insulat- 
ing member and the metal mounting or 
supporting sleeve is molded into place 
by a suitable molding material, prefer- 
ably of the synthetic resin type. 

After the molding operation, which 
forms the supporting sleeve, the outer 
surface is machined to size and the cop- 
per segments formed by cutting through 
the copper strip from side to side at 
points indicated by the spaced notches 
of the original punched copper strip. 
One manufacturer is now producing 
5,000 commutators weekly by this 
method. Both mica segments between 
commutator bars and mica cones or V- 
rings for insulating the backs of as- 
sembled bars are eliminated. 

In another construction covered by 
U.S. Patent No. 2,141,307, the mica seg- 
ments of commutators are replaced by 
mechanically dehydrated pressboard or 
cellulosic sheet material. The commu- 
tator construction is completed with 


either a mica V-ring or molded material 
without mica for internal insulation. 

Many molded type commutators have 
been made by assembling the copper 
bars and mica segments and then mold- 
ing the inner shell or support for this 
assembly, thus eliminating mica cones 
or V-rings. This method probably could 
be used for many small commutators up 
to about 7 in. dia. The method has been 
restricted for economic reasons and 
since phenolic resin compounds have 
been used commonly, a choice between 
them and mica might depend upon rela- 
tive availability. 


Toasters. The toaster is by far the 
largest user of mica in the appliance 
field. Mica can be practically elimi- 
nated from toasters, flat irons, waffle 
irons, coffee percolators, roasters, etc., 
by design changes to use refractory 
ceramic supports for heating elements 
although past experience shows them 
to be not quite as satisfactory as mica. 
About 50 percent of flatirons now em- 
ploy an embedded unit of one type or 
another with no substantial amount of 
mica used for insulation. 

Mica washers might be replaced by 
ceramic washers if proper design 
changes were made. Mica might be dis- 
continued for fuse plug windows and 
rheostat washers if necessary. 


Available Bonded Mica 


Combinations 


Paper: (1) Layers of mica splittings 
cemented together with flexible insulat- 
ing compound and faced on both sides 
with a special tissue. (2) Layers of 
mica splittings faced on one side with 
thin shellac treated paper. Not flexible 
at room temperatures. Must be heated 
when used as a wrapper. 


CELLOPHANE: Layers of mica _split- 
tings cemented together with flexible 
insulating compound and faced on both 
sides with moisture-proof cellophane 


0.001 in. thick. 


Fish Paper: Layers of mica bonded 
with flexible insulating cement faced on 
one side with a special tissue and on 
the other with fish paper. Makes tough, 
high quality insulating wrapper. 


PressBoaARD: Layers of mica splittings 
pasted together with flexible cement, 
faced on one side with a special tissue 
paper and on the other with pressboard. 
Used where mechanical strength is 
important. 


CLotH: Layers of mica splittings faced 
on one side with a special tissue and 
on the other with cotton cloth, using 
a flexible cement. 


99 





CARBON-MOLYBDENUM STEELS} 


Steels in a wide range of carbon content are improved in 
physical properties by small additions of molybdenum. 
Since there are no standard S.A.E. analysis ranges for 
carbon-molybdenum steels, they are usually grouped into 
three carbon range categories. These are Low Carbon, 
Medium Carbon, and High Carbon. While each group 
has certain qualities which are more or less character- 
istic of the group, there are some properties which are 
possessed by all the carbon-molybdenum steels, such as 


suitability for forging, 





rolling, welding and machining 


operations. Also these steels respond uniformly to heat. 
treatment and are free from temper brittleness. The out. 
standing field for carbon-molybdenum steels is in the ug 
of the material for parts that are subjected in service to 
elevated temperatures, where corrosion resistance is not 
an important factor. Data, tables and illustrations fo; 
this article are by courtesy of Climax Molybdenum 


Company. 


Table 1—Properties of Carbon-Molybdenum Steels 





Low-CarRBON STEELS 


MeEptumM-CARBON STEELS 





Hicu-CARBON STEELS 





Carbon range, percent... . 
NE abies Soin ok en 


Tensile strength, lb. per 


sq. in. 
Ratio of yield to tensile 
strength, percent 


0.10—0.25 
As rolled 


70,000—80,000 
60-70 


85 (when normalized and 


0.25-0.40 
As rolled 


80,000-100,000 
60 


drawn 


160,000 


85 


ee 


0.40 and more 
Heat-treated, quenched and 


drawn) 

Average hardness (0.15 to 
0.20 C) is about 160 Brinell. 
Ductility is improved by 
normalizing and drawing. 


Ductility is slightly lower than 


that of the steels of the low 
carbon group. Amenable to 
heat-treatment. Readily 


Ductility better than that of 
carbon steel. Hardness can 
be increased to a point where 
wear resistance becomes an 





Readily weldable. 





weldable. 





important economic factor. 





EFFECT OF MOLYBDENUM ON PHYSICAL PROPERTIES 


TENSILE STRENGTH. Molybdenum im- 
proves the elastic properties of car- 
bon steel. Molybdenum reduces the 
influence of “notch effects,” and raises 
the fatigue strength of the steel. The 
ratio of tensile strength to yield strength 
ranges from 80 to 90 percent for most 
of the molybdenum steels in the heat- 
treated condition. 


Harpness. By slowing down the trans- 
formation rate molybdenum promotes 
the uniformity and increases the depth 
of hardening. This property is an ad- 
vantage when designing parts having 
heavy sections in which deep hardening 
is an important factor. 
hardness readings across 
15£-in. rounds for three 0.35 percent 
carbon steels with various molybdenum 
contents. 


Impact STRENGTH. Since the temper- 
ing temperatures required to produce 
similar degrees of hardness are higher 
for the carbon-molybdenum steels than 
for plain carbon steels, there results a 
more complete relief from 
strains caused by the quenching opera- 
tion with consequent greater impact 
strength. Molybdenum also, when pres- 
ent in adequate amounts, eliminates 
temper brittleness in steel. 
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CrEEP STRENGTH. Research has revealed that molybdenum produces a marked 
increase in the lowest temperature of recrystallization after strain hardening. There 
can be little doubt that this effect is primarily responsible for the improved resist- 
ance to creep of molybdenum steels as compared with carbon steels. 


ELEVATED TEMPERATURE Properties. The structural stability characteristic of 
molybdenum steels promotes the retention of hardness and strength at relatively 
higher temperatures than do similar compositions not stabilized by the presence 
of molybdenum, and also contributes to creep strength. 


Table II—Physical Properties of Low Carbon, 


Carbon-Molybdenum Steel 


Properties given are for “‘ as rolled ’’ plates 





























Fig. 1 shows Analysis, percent Tensile Yield ; 
quenched Plate Strength, Point, |Elongation, 

Thickness, Ib. per lb. per percent 

Inches C Mn Si Mo sq. in. sq. in. in 8 in. 

1/2 0.16 0.76 0.17 0.44 82,450 50,000 24.0 

5/8 0.17 0.75 0.18 0.41 80,900 45,900 26.0 

11/16 0.17 0.75 0.18 0.41 82,200 43 , 800 28.0 

3/4 0.15 0.81 0.18 0.47 76,700 47,360 25.7 

7/8 0.15 0.80 0.19 0.44 74,300 45 , 820 27.6 

15/16 0.14 0.84 0.19 0.48 75,810 47,030 25.7 

1 0.16 0.76 0.17 0.44 76,170 46,410 25.2 

internal 11/4 0.15 0.78 0.17 0.48 74,320 44,960 24.4 
1 3/8 0.17 0.86 0.21 0.47 76,600 42,600 27.8 

11/2 0.18 0.73 0.19 0.44 74,515 45,350 23.6 

1 5/8 0.14 0.84 0.19 0.48 74,175 44,325 25.7 

3 1/8 0.13 0.90 0.21 0.48 71,600 41,800 26.5 
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INFLUENCE OF MOLYBDENUM ON HEAT-TREATMENT 


1. Upper critical point is slightly 
raised on heating and lowered on 


ness. The structural stability of molyb- 
denum steels permits the use of high 


tain their impact strength on slow cool- 
ing and do not require quenching after 



























































































































































cooling. tempering temperatures without unde- tempering. Molybdenum steels soften 
ing 2. Commercial safe quenching and sirable loss of strength and hardness. less at the relatively high tempering 
eat. normalizing temperature limits are As a result of the high tempering tem- temperatures required to relieve cast- 
out widened. Molybdenum carbides go into perature employed quenching strains, ing, forging and quenching strains than 
™ solution relatively slowly, hence the re- which would otherwise contribute to do steels not containing molybdenum. 
* quired times at quenching and normal- poor impact strength, may be more com- Also, high impact strength at high hard- 
e to jing temperatures are somewhat in- pletely removed than are the quench- ness and tensile strength result from the 
not creased. ing strains developed in carbon or high tempering temperatures. In Fig. 
for 3. All transformation changes are alloy steels where lower tempering tem- 2 is shown the degree of softening with 
ails retarded. peratures must be used. increasing tempering temperature of a 
| 4. Higher tempering temperatures are 5. Temper brittleness is practically quenched 0.35 percent carbon steel with 
required to produce equivalent hard- eliminated. Most molybdenum steels re- and without molybdenum. 
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EFFECT OF MOLYBDENUM ON FABRICATION QUALITIES 
; Forcinc. Molybdenum tends to  in- Molybdenum carburizing steels are MAcHINING. Molybdenum steels often 
— hibit undesirable grain growth of steel characterized by tough strong cores machine more easily in the fully heat- 
8 “ot during the soaking operation before with hard cases well bonded to the treated condition than do similar alloy 
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forging. Molybdenum steels are free 
scaling, therefore, forged parts have 
smooth surfaces; there also results in- 


creased die and tool life, and decreased 
pickling costs. 


Case Harpeninc. Molybdenum im- 
proves the properties of the case of 
steels developed by either the carburiz- 
ing or nitriding process, in both the 
penetration of the hardening medium 
is accelerated. The distortion of case- 
hardening steels containing molybde- 
hum is small and uniform. 
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core. Because the case retains its hard- 
ness at relatively high operating tem- 
peratures these steels are valuable for 
gears. 

Molybdenum steels in the carbon 
range 0.35 to 0.45 percent are excellent 
flame hardening steels. Molybdenum 
increases hardenability. Since molyb- 
denum inhibits grain growth over the 
transformation point, the steels react 
favorably to flame hardening. A loss 
of control of hardening temperature 
while case-hardening does not neces- 
sarily result in spoilage. 


steels not containing molybdenum when 
heat-treated to hardness above 300 
Brinell. In the softened condition, if 
properly heat-treated, molybdenum 
steels do not offer any difficulty in ma- 
chining under ordinary shop conditions. 


Wetpinc. Many molybdenum steels are 
readily welded by either gas or arc 
processes. Molybdenum retards grain 
growth above normal coarsening tem- 
peratures, thus reducing the undesir- 
able effects of excessive grain growth 
which sometimes occur. 
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DEEP DRAWING BRASSES 


R. A. WILKINS and E. 


. BUNN 


Revere Copper and Brass nin aol 


‘Common HicH Brass, a generic name for alloys of copper 
and zinc containing 64 to 67.50 percent copper, is frequently 
subdivided into two groups of higher and lower percentages 
of copper. The alloys having the higher percentage of 
copper are known as Deep Drawing or Spinning brass and 
those having the lower percentage of copper are known as 
Common High or Two and One brass. 

Under normal conditions this group of brasses is used 
far in excess of all other brasses combined but is now 
second to cartridge brass. They possess excellent cold 
working properties in combination with corrosion-resisting 
properties only slightly inferior to 70-30 brass. 

Complete mechanical properties of cold worked and 
annealed Deep Drawing brass are given by the accompanying 
charts. In the ‘cold working as well as in the annealing 
series for Deep Drawing brass strip, properties are given 
for two different ready-to-finish grain sizes, 0.015 and 
0.100 mm., which represent limits commonly encountered 
in commercial annéaling. Terminology is the same as in 
previous articles on other brasses. 

These charts show that mechanical properties are markedly 
influenced by ready-to-finish grain size, especially the cold 
worked series shown in Figs. 1 to 4. A different range of 
properties is established, of course, for each number of hard- 
ness and this range is recognized in commercial specifications. 

The influence of ready-to-finish grain size on material 
that has been cold worked 6 numbers and then annealed 
is less marked, as is evident in Figs. 6 to 11, but nevertheless 
is as important. Material having the smaller ready-to-finish 
grain size of 0.100 mm. has consistently lower mechanical 
properties. Grain growth is more rapid in the brass of 
larger ready-to-finish grain size. 











































































































| _DEEP DRAWING AND SPINNING BRASS STRIP 
Ready-to- finish grain size -0.015 mm. 
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Fig. 2—Effect of cold work on yield strength when ready-to- 


finish grain size is 0.015 mm. Fig. 3 shows the difference in 
effect when ready-to-finish grain size is 0.100 mm. 


102 


S 


120 
110 

€100 

= 90 

aes 

& 80 

5 

& 70 

& 60 

_ 

& 50 

= 

oO 

7 


w 
oO 


20 


Rockwell Hardness 6 In. Ball F 60 Kg.Load-B 100 Kg. Load 


0 


10 Percent 


0 


Deep Drawing brass strip. 


~*~ 


_rtElongation 


0 207 294 


1 2 3 


ion of Area 


4 


0 500 555 


m 
m, 


>Rockwel/ B hardnes 


Cold Rolli 
64.8 686 


5 6 TFT 8 9 
B. & S. Numbers Hard 


Fig. 1—Effect of cold working on hardness and elongation of 
Variation in ready-to-finish grain 
size is not as effective on elongation as upon hardness, the spread 
between dotted and solid line curves indicates 
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DEEP DRAWING AND SPINNING BRASS STRIP’ 
] Ready-to-finish —_ size -0.100 mm. 
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Fig. 3—Effect of cold work on yield strength when ready-+o 
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finish grain size is 0.100 mm. Fig. 2 shows the difference im 
effect when ready-to-finish grain size is 0.015 mm. 
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Fig. 4—Effect of cold working on tensile strength and apparent 
elastic limit of brass strip. The space between the solid and 
dash lines shows the influence of ready-to-finish grain size on 
phys:cal properties . 
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Fig. 6—Effect of annealing after cold rolling on tensile strength 
and apparent elastic limit of brass strip having two different 
ready-to-finish grain sizes 
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Fig. 5—Approximate tensile strength and percentage elongation 
of Deep Drawing brass strip can be determined when only the 
Rockwell hardness is known. Accuracy is within the given 
limits for thickness of 0.020 to 0.080 in. 
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Fig. 7--Difference in final grain size as affected by annealing 
brass strip 6 numbers hard with ready-to-finish grain sizes of 


0.015 and 0.100 mm. 
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THe MAJOR USES of cadmium, for elec- 
troplating and babbitt bearings, are not 
indispensable. The uses in which cad- 
mium are really vital are those in which 
it enters an alloy as a minor constituent. 
Such uses are in silver solders and “fusi- 
ble alloys.” 

There is perhaps greater engineering 
justification for demanding cadmium- 
base babbitt for exacting bearing re- 
quirements than there is for demanding 
cadmium-plated steel for its more com- 
mon uses, since zinc-plated steel is so 
nearly indistinguishable in corrosion re- 
sistance. Since there is not enough cad- 
mium to go around in bearing applica- 
tions, however, and other metals are re- 
quired anyway, little is to be gained by 
trying to control distribution of cad- 
mium to different uses as long as the 
small amount required for the non- 
substitutable uses remains available. 


CADMIUM APPLICATIONS 


Cadmium plate affords the same sort 
of electrochemical protection to steel as 
does zinc, in either electroplated or hot- 
dipped coatings. Cadmium does not dull 
and become encrusted with carbonate 
quite as soon as zine does, and therefore 
would be preferred to zinc at equal cost 
and availability. Actual protective value 
of the coating is little if any superior 
to that of an equal thickness of zinc 
coating, except under exposure to salt 
spray, and the advantages may be on 
the side of zinc, particularly in outdoor 
exposure in industrial atmospheres high 
in sulphur dioxide. 

Even the initial good looks and dec- 
orative value of a fresh cadmium plate 
can now be approximated with modern 
“bright” zinc plating, though the zinc 
does not so well resist finger marking 
and development of white tarnish from 
oxidation when kept in storage. 


Table I—Comparative Properties of Cadmium-Base Bearings 
In Connecting Rod Service 


(Materials used as linings of steel-backed bearings) 








Seizure Corosion ' : 7 
Resist- | Oiliness | Resist- |Strength oe a — < 
ance ance . 
ere 3 2 1 4 3 1 1 
Cadmium Base..... 3 3 3 3 2 2 2 
Copper-Lead....... 2 1 = 2 1 3 3 
Pure Silver......... 1 1 1 1 1 3 1 
Silver-Lead......... 1 3 1 1 1 3 5 


























Table II—Tensile Properties of 95 Percent Cadmium 5 Percent 
Silver Alloys 
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Temperature Ultimate Tensile Elongation in 2 in. Reduction of Area 
Deg. F. Strength Lb. per sq. in. Percent Percent 
Room 16,400 31.3 81.0 
300 4,400 93.7 91.0 
= 425 2,600 93.7 68.0 
ms 500 1,700 21.9 11.0 








Table I1I—Physical Properties of Cadmium 
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Can be cut with a knife, is flexible, ductile, and malleable 


ermal conductivity 


ficient of thermal expansion......... . 


0.222 at 65 deg. F. 
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13,660 Ib. per sq. in. 

44 percent in 3 in. 
610 deg. F. 
29 (harder than tin) 
0.0567 
Silvery white with faint blue tinge and 
bright lustre which fades on exposure to 


28.8 x 10-6 


Cadmium-Base Bearings 


The cadmium-base babbitt-type bear- 
ing metals are more important. Cad- 
mium has a higher melting point than 
tin, and the cadmivm-base babbitts re- 
tain their strength at higher temper- 
atures than do the tin-base babbitts. 
This is of value for automobile engines 
that run too hot for tin-base babbitt. 
However, since these bearings are some- 
what more susceptible to corrosion, their 
use has been limited. Use of various 
lubricating oil inhibitors, adjustment in 
alloy composition, and of bearing sur- 
face treatments may entirely overcome 
this objection. 


Alternate Bearing Materials 


Copper-lead bearings, or those made 
from special lead alloys, can be made to 
serve instead of cadmium-base babbitt. 
It is also possible to electro-deposit a 
cadmium-silver alloy of good bearing 
properties, and a thin film of such an 
alloy upon a suitable backing could be 
made to serve where a thicker layer is 
now applied by ordinary babbitting 
methods. 

The need for cadmium-base babbitt 
was decreased by recent developments 
in bearings with very thin linings of 
tin-base or lead-base babbitt on steel. 
The thin-lining, snap-in type of bearing 
is widely used in automobiles but not 
so widely in other types of service. 


Solders 


The principal industrial application 
of cadmium-silver alloys is in solders. 
Alloys high in cadmium, such as 82.5 
percent Cd, 17.5 percent Zn, or 95 per- 
cent CD, 5 percent Ag, are useful sol- 
ders, and up to about half of the tin 
in lead-tin solders could be replaced by 
cadmium. In wiping solder (normally 
62 percent Pb, 38 percent Sn) an alloy 
of 68 percent Pb, 23 percent Sn, 9 per- 
cent Cd has satisfactory properties. 
However, the cadmium supply would 
not go far in substitution in a tin short- 
age and lead-silver solders are a more 
practical replacement for lead-tin sol- 
ders. The use of wiping solder can be 
avoided by turning to lead-burning tech- 
nique. 

The principal advantage of cadmium 
silver solders over lead-tin solders is 
their considerably higher strength at 
all temperatures. They are used where 
temperatures are too high for standard 
silver brazing alloys. The strength of 
cadmium-silver solders is not as high as 
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in other silver brazing alloys but joints 
of 95 percent cadmium 5 percent silver 
have the same strength at 400 deg. F. 
as soft solders at room temperature. 


Silver Solder 


Silver soldering, or more correctly, 
brazing with a silver-containing alloy, 
gives the strongest joint that can be ob- 
tained short of welding. “Brazing” with 
silver solder may become important in 
aircraft construction since joining may 
be done at so low a temperature that the 
alloy steel tubing is not impaired. The 
silver solder for this purpose contains 
50 percent silver, 15.5 percent copper, 
16.5 percent zinc, and 18 percent cad- 
mium. The cadmium is essential in 
producing the low melting point and 
high fluidity of the solder. 


Fusible Alloys 


Fusible alloys containing 10 percent 
cadmium are important in the bending 
of copper and aluminum tubing re- 
quired in aircraft and other applica- 
tions, These alloys, due to the presence 
of cadmium, can be melted by steam or 
in a hot water bath. Fixtures and as- 
sembly jigs used by the aviation indus- 
try are also assembled with fusible al- 
loys. Such use of cadmium is relatively 
small since the alloy is used over and 
over but it has been at least doubled by 
defense requirements. 


Storage Batteries 


A use for cadmium not yet greatly 
developed in the U. S. is in a nickel- 
cadmium storage battery. It is reported 
that, because of their reliability and 
freedom from deterioration when not in 
use, they are used by the English and 
Russian forces in planes, tanks, and 
submarines, as well as in batteries for 
the fire control equipment on battle- 
ships and cruisers. 

While the Edison cell is satisfactory 
now for such applications there is a 
possibility that cadmium batteries 
might fill expanded needs. 


Increased Production 


The price for any huge increase in 
cadmium would be prohibitive because 
cadmium occurs in commercial tonnages 
only as a minor constituent of zinc ores 
and is produced as a by-product. No 
workable deposits of cadmium ore, as 
such, are known. The amount available 
depends not only upon the quantity of 
cadmium in the zinc ores, but also upon 
the tonnage of high purity zinc that is 
made. About 1,900 tons of cadmium 
were used for plating in 1940, and 575 
tons for bearings. 
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Finishing 


The most common method of finishing 
is “bright dipping” in acid solutions. 
Mechanical finishing operations are 
used only to a small extent. Such a 
finish requires care to assure adhesion 
and to prevent blisters. Large parts are 
usually buffed or scratch brushed with 
light pressure. Small parts may be ball 
burnished. Sometimes cadmium plate is 
finished by lacquering or painting and 
this also requires special treatment for 
satisfactory adhesions. 


Coloring 


Coloring of cadmium plate is uncom- 
mon but a few formulas have been ap- 
plied successfully. The colored films 
are produced by oxidizing agents that 
have good corrosion resistance. Such 
films may be gray or imitate other met- 
als such as pewter, wrought iron, 
Swedish iron and silver. 


Forming 


Plated flat blanks can be formed to 
desired shapes because of the ductility 
of the coating. Cadmium plated sur- 
faces are readily soldered. 


Casting Characteristics 


General casting characteristics of 
cadmium alloys are excellent. Small ad- 
ditions of silver improve casting quality 
by making the alloy less susceptible to 
oxidation at casting temperatures, im- 
proving fluidity, and increasing hard- 
ness, 

Oxidation during melting is serious 
in some compositions. Addition of 0.05 
percent magnesium is one way of over- 
coming this trouble but it is detrimental 
to “tinning” power and other properties. 
Overheating is to be avoided to prevent 
drossing. Presence of tin speeds dross- 
ing also. 


Health Hazards 


Cadmium should not be used on ves- 
sels or containers for food products nor 
on cooking utensils because it may be 
absorbed by the food and act as a 
poison. Poisoning may also occur in 
working with cadmium or its alloys as 
in welding, soldering, spraying of cad- 
mium bearing paints and pigments, 
production of cadmium compounds, 
melting the metal and cadmium-plating 
processes. 


Plating 


Cadmium is easy to plate with con- 
ventional equipment, giving less trouble 
than most other metals. Plating is done 





faster and requires less equipm «nt and 
floor space. Cadmium plating is prae. 
tically all done on the rough or ma. 
chined surface of a metal without pol. 
ishing or buffing and the cadmiuin co. 
ing is generally used also 
further polishing. 

Cadmium covers malleable iron ap4 
zinc die castings easily, calling for rela. 
tively little care in removing grease and 
oxides. Good adhesion can be obtained 
on stainless steel and certain aluminum 
alloys. 

While cadmium can be applied by 
spraying and hot dipping as well as by 
plating, the latter method is universal, 


without 


Major Problems 


Black discoloration occurring during 
storage without air circulation was 
cured by pretreatment of the surface 
with chromic acid solution containing 
20 oz. per gallon of water and 0.54 o:, 
of sulphuric acid per gallon. Smalj 
parts may be dipped. 

White powder corrosion in closed 
systems with electric insulating mate. 
rials was cured by using a phenol con. 
densation lacquer. 


Seizing 


Cadmium coatings tend to prevent 
seizure of threads. Turnbuckles are, 
therefore, often plated with cadmium to 
secure this advantage as well as to 
protect against rusting. This property 
has also been utilized in the prevention 
of seizure of automobile pistons during 
the “run-in” period though the use of 
tin for this purpose is more common. 
Chemically applied coatings that pro- 
duce an oil-retaining surface are like- 
wise employed for this purpose. 

Since cadmium resists alkaline solu- 
tions and soap it is used considerably 
on washing machine parts, floor clean- 
ing machinery, mops, clothes wringers, 
and lavatory fittings. 

Low electric contact resistance makes 
cadmium more satisfactory than copper 
for electric contact surfaces since its 
resistance rise is less than copper after 
oxidation. It is also a good protection 
between brass and zinc parts when they 
aze in contact. 

Galvanic corrosion between Duralu- 
minum and rivets is prevented by cad- 
mium plating the rivets thus preventing 
reduction in strength and ductility of 
the sheets. 


[The above data, except under the head 
of Plating, is abstracted largely from a 
recent report by H. W. Gillett for the 
Metals Conservation and Substitution 
Group of the Advisory Committee on 
Metals and Minerals. National Academy 
of Sciences. | 
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Specific heat—0.056 cal. per gram per deg. C. at 0-100 deg C. 


3 to 5 percent of lead is said to further improve such 
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been work-hardened and has low initial 
ductility. Annealing of work-hardened 
steel prior to plating is recommended. 

Production of pore-free deposits re- 
quires (a) selection of base metal of 
relatively smooth surface, from 
pits, scale, scratches, and excessive 
amounts of non-metallic inclusions, and 
(b) scrupulous care in maintaining 
plate solutions free from suspended 
matter. 

Castings are difficult to plate satis- 
factorily. Fittings assembled by brazing 
from wrought tubing and sheet, or else 
forgings, are preferred. In general, the 
thinner the coat and the less cost of 
preparation for plating, the better the 
surface finish must be. 


free 


Low-Temperature Bonding. Silver is 
superior to all metals except gold in 
low-temperature bonding. Properties 
which account for this are its chemical 
nobility, plasticity, and low tempera- 
ture of recrystallization after work- 
hardening. Adsorbed oxygen or air is 
readily removed from the surface by 
simple preheating, and there is no dan- 
ger of forming a hindering oxide film. 

Low-temperature bonds may be made 
at 750 deg. F. Silver strips are rolled, 
receiving about 50 percent reduction 
of area. In tests of this method, surface 
conditions was not important. Steel 
may be silver plated this way also al- 
though the bond is not as good as silver 
to silver. 

Bonding properties make silver adapt- 
able to powder metallurgy technique 
and such use is reported to be increas- 
ing. 


Forming. Deep-drawing steel of good 
commercial grade can be electroplated 
with silver upon a copper undercoat 
to form a silver coating 0.0001 in. 
thick. A 0.001-in. coating of silver over 
a suitable undercoat such as copper can 
be subjected to drastic forming and 
heating operations without damage to 
the coating. Surface of forming tools 
should be non-ferrous. 

Minimum recommended thickness of 
copper undercoat is 0.001 in. For form- 
ing operations in which heating is in- 
volved, copper undercoat should be 
separated from silver deposit by a 
nickel deposit or nickel strike coating, 
for example from Wood’s nickel bath, 
before depositing silver coat. When 
thick coating is required, a combination 
of 0.001 in. of silver on a nickel strike 
over 0.015 to 0.20 in. of copper adheres 
perfectly and withstands severe forming 
operations without developing porosity. 
The nickel layer prevents diffusion. Sil- 
ver coatings sometimes blister and peel 
if exposed to relatively high tempera- 
ture in an oxidizing atmosphere. 

Deep-drawing steel may be electro- 
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plated with silver and subjected to ex- 
tensive reduction by cold rolling, to 
annealing, and further cold rolled with- 
out separating or injuring the silver 
coat. This treatment is applicable to 
large sheets. 


Spinning. Samples of bright-finish steel, 
plated with 0.001 in. of copper and 
0.001 in. of silver have been spun into 
various hollow ware shapes without 
causing separation of silver. 


Low Cost Containers. Possibility of 
manufacturing low-cost silver-lined con- 
tainers such as drums, barrels, and 
cans has been demonstrated. Food or 
beer cans 2% in. in dia. and 4% in. 
high would carry 1.1 cents worth of 
silver at the present price. A copper 
undercoat would add 0.2 cent. Plating 
of commercial steel can be done at a 
cost comparable with that for base- 
metal finishing, it is claimed. 

Seamless cylindrical can bodies and 
flat sheets for blanking the ends may 
be plated or, when a heavier silver 
coating is permissible, the can may be 
assembled from parts that are spun or 
domed, for example, using a rolled lock- 
seam. Non-returnable containers, where 
the main requirement is a_ silver 
coating, might be shaped before plat- 
ing. In general, forming after plating, 
when the deposit is extremely thin, 
should be limited to a lock-seam or 
beading operation or simple forming 
that does not overstress the coating. 

Drums or tanks can be silver lined 
by plating the cylindrical sheet before 
attaching the ends, and plating the 
ends before assembly. Lock-seaming 
does not damage the plate. 


Design Considerations. If impossible to 
design a silver-plated container avoid- 
ing joining with heat, then silver braz- 
ing using inductive heating should be 
considered in laying out the design. Pos- 
sibility of using corrosion resistant tin- 
silver alloy as solder should not be 
overlooked. A cold-rolled finished steel 
is preferable to hot-rolled finished ma- 
terial as a base metal. 

Scrap value of silver is an important 
consideration when it is applied as a 
coating in returnable containers as well 
as in chemical processing equipment, 
storage tanks, and the like. 


Welding and Brazing. The following 
methods may be used: 


SILVER and silver-coated metals can be 
joined by fusion welding using fine .sil- 
ver rods, and by brazing with silver 
brazing alloys. Low melting points, 
malleability and ductility, high strength 
of joints, corrosion resistance, electrical 
conductivity and uniformity of joint 
are advantages of welding and brazing 






with silver and silver alloys. Brazed 
joints are possible without injuring 
plated finishes. Silver brazing alloys 
cost more than ordinary solders, hy 
less alloy is required. 


WELDING SILVER. Heat conductivity ang 
oxygen adsorption make necessary 
rapid heating and protection of join 
from oxidizing atmosphere.  Goog 
welded joint is achieved by preheating 
for some distance around joint and . 
using atomic hydrogen arc with fine 
silver welding rod. 


WELDING CLAD METALS. Fine silver a: 
filler rod on silver side, and usual types 
of welding rod on base metal give sat. 
isfactory welds of heavier gage clad 
metals. Principal consideration is to 
prevent contamination of silver and 
base metal. Atomic hydrogen are js 
best, but carbon arc may be suitable. 
Oxy-acetelene torches will do if two 
torches are used, one traveling ahead 
for preheating. Other mechanical joints 
are necessary for thin gages of clad 
metals. 


Gas BRAZING. Torch heating with silver 
brazing alloys gives high temperature, 
maximum flexibility, and speed. Air-gas 
torch is satisfactory for small parts; in 
large joints tendency is to run torch 
with oxidizing flame. 


FURNACE BRAZING is advantageous for 
large number of small parts and for 
heating large, properly jigged assem. 
blies. Controlled atmosphere is advised. 


Dip BRAZING. Chemical bath (molten 
salt) is a quick method with accurate 
temperature control. Brazing alloy is 
preplaced, and part is dipped so that 
alloy is not immersed; joint is heated 
by conduction. Dip brazing is also done 
by metal bath, particularly suitable for 
joining small wires. 


ELECTRIC ARC BRAZING, to a limited ex 
tent, has been used to repair heavy non 
ferrous castings with silver alloy a 
filler material. 


HIGH-FREQUENCY BRAZING. This new 
and growing application of induction 
heating is now used principally in braz- 
ing noses on shells. Heating can be re 
stricted to joint area, eliminating neces 
sity for controlled atmosphere and 
eliminating warpage. Low-temperature 
brazing alloys are generally used. 


RESISTANCE BRAZING. Incandescent cat: 
bon method with carbon electrodes i 
excellent for lap joints on small fla! 
strips. Alloy is preplaced in joint. At 
vantages are rapid heating, easy col 
trol, and ability to confine high tempt 
ature to small areas. Jigs are not I 
quired if electrode pressure is sufficien! 
to hold parts in place. 
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Conical Springs 
AUGUST BODENSCHATZ 


The use of conical springs is not a 
common practice. This is probably due 
to lack of engineering information and 
the difficulties in adjusting machinery 
for winding them. There are occasions 
when conical springs best fit into a de- 
sign. These conditions exist when axial 
space is limited and radial space is 
available. 

The writer has come across a deflec- 
tion formula which can be used for 
extension springs. The same formula 
will hold for compression springs as 
long as no coil of the springs pots; for 
until this condition is reached, the 
gradient of the spring has remained 
constant. 

In order to know the characteristics 
of the load deflection curve of a spring 
the pitch of successive coils must follow 
certain laws. We consider first the 
spring in which all coils seat simul- 
taneously at some predetermined load, 
which of course exceeds the useful load. 
The well-known formula (1) expresses 
deflection per coil and can be used to 
express the elemental deflection of the 
conical coil. 


Seo ay (1) 


N: = total number of turns 
F; = deflection of entire spring 
L = free length 
P = load 
G = modulus of elasticity in shear 
M = kG@d+ 
D = mean diameter 
d = wire diameter 


We note that D, the mean diameter 
of the elemental section, varies for all 
sections, and must be given in terms of 
the variable VN. Equation (2) expresses 
this relation in which N is the number 
of turns beginning from the left 


D=(A+2kN) (2) 

Equations (3) and (4) naturally fol- 

low by substituting (2) in (1) and in- 
tegrating 

8P 

Gd‘ 


Ft 4P 
f ‘f--—e * 


N 
f ‘(A + 2kN)d (A + 2EN) (3) 


dF = (A +2kN)}? dN 


P a1! 
rn j [4 +2] (4) 


Equation (4) gives the total deflec- 
tion, P being taken as the load at which 
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simultaneous seating takes place, For 
all other loads, deflections are propor- 
tional to the load. The deflection of any 
one coil, say (NV) to (V+1), may be 
found by use of (4) between limits 
(N+1) and (NV). If 6 is added to this 
deflection, we then have the pitch of that 
coil. If k is equal to or greater than d, 
6 will be zero and the spring will be 
solid at length d. Equation (5) gives 
the free length of the spring. 


L=Fi+bNi+d (5) 

This formula may be modified to 
common practice of having 114 solid 
coils at each end and ground. Then F, 
should be for the limits (V,-114) and 
(1144). For the ground ends, the d 
drops out entirely. 

Another interesting problem is to de- 
sign the spring so that seating occurs 
at the point in the wire where a pre- 
determined stress is reached. By this 
we mean the spring begins seating at 
the large diameter progressively moving 
to the smaller end as the load increases. 
Here again we use the standard formula 
(6) from any handbook giving the load 
stress relation. 





_— x S maz d 
P= SY (A +25) (6) 
S = stress 
Y = Wahl stress factor 
a el 
2 = tkYGd 


The Wahl factor has been included and 
an average value for the range of D/d 
ratio can be used in each instance. The 
value of P in (6) is substituted in (3) 
to form equation (7) 


dF = *S maz (4 + 2kN)* dN 


Y Gd 
Fs 
dF = 
0 


N 
f (A +2kN)*d(A+2KN) (7) 
0 


us S maz 


2kYGa * 


The free length of the spring may 
be found by using the value of (8) in 
equation (5). The deflection and pitch 
of any one coil are found in the same 
manner as explained above using values 
derived from equation (8). 


Ni 
r= o[ 4 +2nay | (8) 


The load deflection curve (P-F) may 
Equa- 


now be constructed as follows: 
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tion (6) is put into form (9) in which 
N, is that point in the spring which 
divides it into the seated and unseated 
portions at load P. 


oe S max d 

\s4a 2 k Nz) ~~ gYp_ 

us S mar d A 

Tek YP ~2% © 
If NV, is greater than NV, the deflection 

will follow formula (4) and will be a 

straight line. If N, is less than N, the 

value of F (4) limits N, and O must 

be added to F (8) limits NV, to N, to get 

total deflection. 


or Nt = 


Nomogram Finds Power 
Required for Pumping 
To the Editor: 


Possibly the accompanying little 
nomogram may prove of some interest 
to your readers. It is a handy way to 
find the power requirements for a pump- 
ing problem. A straight edge connected 


between selected values on the two outer 

scales will give the necessary horse- 

power at the intersection of the center 
scale and the straightedge. 

—Gerorce W. SCHAEFFER 

Detroit, Mich. 


Sulphur-Bronze Solder 
Fills Casting Blow Holes 


To the Editor: 


In the December number of Propuct 
ENGINEERING, T. W. Kelley of Water- 
town, Mass., requests a solder the color 
of bronze for filling blow holes in bronze 
castings. 

It is believed a solder made of fine 
powdered bronze and sulphur would fill 
the requirement. Such a solder is eco- 
nomical and has a comparatively low 
melting point. In addition, it can easily 
be made up in stock form by the user. 
Formula and instructions are: 


1 lb. bronze powder 
5 Ib. sulphur 
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Melt sulphur in double boiler usig, 
motor oil in lower half of boiler, oy in 
a granite ware dish under a fire-prog 
exhaust hood. Care must be taken y 
prevent flame from reaching sulphy, 
When sulphur is molten remove frop 
fire and stir in bronze powder. Ate, 
bronze powder is thoroughly mixed jp, 
pour the mix into molds which are yel 
greased to prevent solder from sticking 
The mold usually used is of cast iroy 
with 1 in. dia. cored holes. Holes mug 
be polished smooth and nickel plated 

While the melting of the sulphur anj 
mixing of the bronze powder in the 
molten sulphur is not a dangeroy 
operation it must be handled with ¢,. 
treme caution by one who is familiar 
with it. 

For best results it is recommended 
that the article to be soldered he 
brought up to a temperature which wil] 
just melt the solder and then the stick 
of solder rubbed over the section to be 
filled. 

Since the binder of the solder is sul. 
phur it has no strength. In the event a 
solder of greater strength is required | 
will be very glad to recommend a 
formula for a very strong metal solder 
similar to ordinary tin solder but hay. 
ing a reddish yellow color. 

—E. J. Witutams 
Porter-Cable Machine Co, 


*‘Stepped-Diameter 
Shafts’? Procedure 3 
Is Best 


To the Editor: 


I appreciated the excellent contribu- 
tion of Mr. Puchstein on “Stepped 
Diameter Shafts” which appeared on 
pages 652 to 656 of Propuctr Encu- 
EERING for December 1941. The present 
writer has reviewed Mr. Puchstein’s pro- 
cedures 1, 2 and 3. 

I note equation 21 as printed reads 
as follows: 


Ay\ _M, 
(42) - EI, + CiG—1) 


It should read: 


Ay) _M, 
(42) - El. (Az) -+ Ci (n-1) 


The author’s example, however, is 
worked out on the correct basis. In the 
present writer’s opinion, procedure 3 is 
to be preferred over the other proce- 
dures for more practical engineering 
problems in which the provided results 
are as accurate as the data on which 
the problem is based, due to the many 
uncertain factors such as those listed 
by the author at the beginning of his 
article. Also, procedure 3 is of univer 
sal application. The double integrations 
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of procedure 1, while simple enough in 
the illustrated example, are often diff- 
cult for the variety of cases met in 


practice. 
Both the author and Propuct Encn- 


EERING should be complimented on the 

care with which this article has been 
worked out and presented. 

—Rosert E. BrucKNER 

Vineland, N. J. 


Can You Work This One? 


H. E. SMITH 


This month’s problem— 


Murder in Hoboken 


A district attorney spent a sleepless 
night solving this one. See what you 
can do. A gangster named Bert Spa- 
nolli was murdered on a lonely road 
five miles from Hoboken at 3:30 o’clock 
on the morning of March 17th. A week 
later five men were arrested in Phila- 
delphia and questioned about the mur- 
der. Each man made four statements 
of which three were true and one was 
false. From these statements, which 
follow, it can be determined that one 
and only one of the five was guilty. 
Which one was it? 


Slim: I was in Chicago when Spanolli 
was murdered. I never killed anyone. 
Shorty is the guilty man. Red and I 
are pals. 


Joe: I did not kill Spanolli. I never 
owned a revolver in my life. Shorty 
knows me. I was in Philadelphia on the 
night of March 17th. 


Tony: Joe lied when he said he never 
owned a revolver. The murder was com- 
mitted on Saint Patrick’s Day. Slim 
was in Chicago at the time. One of us 
five is guilty. 


Red: I did not kill Spanolli. Shorty 
has never been in Hoboken. I never 
saw Slim before now. Joe was in Phila- 





delphia with me the night of March 


17th. 


Shorty: I did not kill Spanolli. I have 
never been in Hoboken. I never saw 
Joe before now. Slim lied when he said 
I was guilty. 


Solution to January problem— 


Allocating Nickel 


From the statement that it makes a 
25-lb. difference to A if he gets 20 per- 
cent more nickel than B or B gets 20 
percent more than A, how much nickel 
the two companies had to divide is 
readily arrived at. If 25 lb. makes a 
20 percent difference, B’s quantity, 100 
percent, must be 125 lb. and A’s quan- 
tity, 120 percent, must be 150 lb. The 
total, therefore, is 275 lb. 


[ Editor’s Note—Mr. Smith suggests that 
the problem can be made more in- 
triguing by a slight change in wording. 
Let the 25 lb. difference depend on 
whether A gets 20 percent more than 
B or B gets 20 percent less than A. 
Now try to find the total poundage. | 





Case Histories In Patent Law 


NO. 26 


Question: How are rights 


rented? 


patent 


Answer: This is becoming an increas- 
ingly important question in view of the 
attitude of the Department of Justice 
toward patent licenses. Under the law 
as it now stands, an owner of a patent 
can decline to license anyone. If he 
does not choose to rent rights under 
his patents, he does not have to do so. 
If he wishes to rent them he can restrict 
the license as to territory, particular 
classes of trade and the price at which 
the licensee will sell the patented ap- 
paratus. This latter right is a very 
essential one because otherwise the 
licensee might completely ruin the pat- 
entee’s business by selling the licensed 
product at a cut price. 

This right has been firmly established 
by the Supreme Court of the United 
States in the case of United States v. 
General Electric, 272 U.S. 476, in 
which the Court said: 

“,.. as already said, price fixing is 
usually the essence of that which se- 
cures proper reward to the patentee. 

“Nor do we think that the decisions 
of this Court holding restrictions as to 
price of patented articles invalid, apply 
to a contract of license like the one in 
this case... . They do not consider or 
condemn a restriction put by a patentee 
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upon his licensee as to the prices at 
which the latter shall sell articles which 
he makes and only can make legally 
under the license. 

“For the reasons given, we sustain 
the validity of the license granted by 
the Electric Company to the Westing- 
house Company.” 

The Supreme Court has thrown an- 
other safeguard around patent rights in 
a recent case in which it held that if a 
licensee was rented the right to use a 
radio tube for a specific purpose, that 
any purchaser from a licensee who used 
those tubes for another purpose, would 
be an infringer. The Court said in Gen- 
eral Talking Pictures Company v. West- 
ern Electric Company, 304 U.S. 175:— 

“.. The Transformer Company’s 
license was expressly confined to the 
right to manufacture and sell the pat- 
ented amplifiers for radio amateur re- 
ception, radio experimental reception, 
and home broadcast reception. It had 
no right to sell the amplifiers for use 
in theatres as a part of talking picture 
equipment.” 

“The Transformer Company could not 
convey to petitioner what both knew it 
was not authorized to sell... . By 
knowingly making the sales to petitioner 
outside the scope of its license, the 
Transformer Company infringed the 
patents embodied in the amplifiers. . . . 


Petitioner, having with knowledge of the 
facts bought at sales constituting in- 
fringement, did itself infringe the pat- 
ents embodied in the amplifiers when 
it leased them for use as talking picture 
equipment in the theatres.” 

An interesting case arose a few years 
ago in the optical field. The owner of 
the optical patents licensed a licensee 
in each territory. One of these licensees 
proceeded to ship into the territory of 
another licensee and was promptly held 
to be an infringer as his rental rights 
only extended to his own territory and 
outside of that territory he was an in- 
fringer. 

Rental or license agreements are com- 
plicated documents which must be 
drafted with great care and with a full 
knowledge both of the trade, how it 
operates, the business procedure as to 
the accounting of royalties, the account- 
ing basis for fixing royalties and the 
thousand and one details of a compli- 
cated, successful patent license system. 
For instance, such questions as when 
the royalties are to be paid, whether it 
is a flat sum or percentage, who is to 
have the right to bring suit against in- 
fringers under the licensed patent. the 
term of the license, its territory, the 
marking of the licensed product or ma- 
chine, are some of the important ques- 
tions that have to be decided. 
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News and § 


Substitutes Readily Available 
For Cork’s Many Uses 


ALTHOUGH CORK is a widely useful ma- 
terial to American industry, cessation 
of imports due to war will not seri- 
ously hamper industries using this ma- 
terial. Almost all of the world’s supply 
comes from the area comprised by 
Spain, Portugal and North Africa, and, 
while war has not yet cut off this source 
area, substitutes are ready to take over 
for cork if imports are cut off. A tree 
must be 30 to 40 years old before it 
produces cork and 8 to 10 years elapse 
between strippings so that no attempt 
can be made to grow trees in this 
hemisphere for immediate use. 

About 60 percent of our consumption 
of cork goes into insulation products 
such as corkboard, cork pipe covering, 
granulated cork, acoustical corkboard 
and so forth. Such products are made 
from second grade cork and _ scraps. 
They are ground, heated and com- 
pressed to bind the particles together. 
The resultant product is probably the 
most satisfactory for low temperature 
insulation but many excellent substi- 
tutes exist. Among them are Rock Cork, 
fiber board, felt, glass and mineral 
wool, sponge rubber, sawdust and many 
others. All are commercially available. 

Some cork is used to make cork tile, 
a resilient flooring also used at times 
as a wall covering. Such a use can be 
eliminated entirely and needs no sub- 
stitute. 

Approximately 27 percent of con- 
sumption goes into bottle cap liners, 
gaskets, washers and similar products. 
These are made of composition cork 
which is composed of small cork par- 
ticles held together by the use of an 
adhesive binder such as glue, gelatin or 
synthetic resins. 

While substitutes have not been 
adopted to any extent as yet some ade- 
quate materials have been developed. 
Paper board pulp coated on both sides 
with Pliofilm makes a satisfactory bot- 
tle cap liner and so does a flowed-in 
rubber latex composition using a min- 
eral filler. Machines are already being 
produced to manufacture the latter type. 
No changes in bottling machinery would 
be required by either type. 

Cork gaskets are now used only for 
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sealing oil enclosures. Impregnated pa- 
per gaskets are used to stand the heat 
of engines. Substitutes for cork gas- 
kets generally require the inclusion of 
synthetic rubber to resist oil deteriora- 
tion. One estimate states that one mil- 
lion cars would require about 100 tons 
of this strategic material. Some compo- 
sitions have been achieved which do 
not use synthetic rubber but do use a 
percentage of cork. Manufacturers feel, 
however, that cork can be satisfactorily 
replaced. 

The 10 percent of consumption go- 
ing into linoleum could be almost com- 
pletely eliminated by use of other floor 
coverings except for certain special ap- 
plications such as in battleships. 

The remaining 3 percent is used for 
items as life preservers, shoe parts 
and bottle stoppers. Cork for marine 
use will probably be disturbed last of 
all. It may be said then, that while cork 
is very useful throughout American in- 
dustry its elimination can be achieved 
with no serious dislocations of any sort. 


Giant Cathode-Ray Screen 
for Demonstrations 


RECENTLY ANNOUNCED was this new 
giant cathode-ray oscillograph which 
was developed for lecture-room demon- 
stration and for the more critical lab- 
oratory studies. 

Known as Type 233, this latest Du- 
Mont oscillograph utilizes the DuMont 
20-in. diameter intensifier-type cathode- 
ray tube with medium-persistence green 
screen. The final accelerating potential 
of 6,000 volts provides a high-intensity 
spot of good resolving power, so that 
a highly-detailed trace may be observed 
even in well-illuminated rooms by a 
large group. The instrument consists 
of the 20-in. cathode-ray tube; ampli- 
fiers for signal deflection along both 
X- and Y-areas, and for Z-axis or in- 
tensity-modulation signals; a linear- 
time-base generator and _ associated 
power and control circuits, 

A beam switch is provided to permit 
stand-by operation of the oscillograph. 
It serves to switch the bias on the grid 


summaries 


of the cathode-ray tube from normal 
operating values to a value which yill 
cut off the beam, without disturbing the 
settings of other controls. In this map. 
ner the spot can be turned off with 
the instrument in “stand-by” condition, 
thereby avoiding the long concentra. 
tion of the spot at a given point, which 
might cause “ 
of the screen. 

The instrument is completely self. 
contained and can be operated from a 
single-phase source of 50- to 60-cycle 
power at 115 volts. Power consumption 
is approximately 350 watts. The sturdy 
metal gray wrinkle-finish cabinet meas. 
ures approximately 28 in. wide, 36 in, 
deep and 60 in. high. It is mounted on 
rubber-tired, locking casters. The total 
weight of the instrument is 325 pounds, 


burning” or discoloration 





Screen of this giant DuMont Oscillograph 
can be seen by a whole lecture group 


Nylon Beneficial 
As Electrical Insulation 


NYLON’S QUALITY as an electrical 
sulator makes it possible to manufac 
ture motors which require 10 to 15 
percent less coil space than motors of 
identical capacity which use the con- 
ventional enamel magnet wire insula- 
tion, according to a recent announce- 
ment by the du Pont Company. This 
results in a corresponding saving in 
such vital core materials as iron. 
The nylon wire insulation, which is 
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: applied like enamel, may be used for 
2 motors for small power tools, fans, 
F yacuum cleaners, refrigerators and for 


ignition coils, voltage regulators and 
numerous other industrial and house- 
hold appliances. 

Nylon insulation is said to be resist- 
ant to abrasion and cracking, to have 
good dielectric strength and to be un- 
affected by any conditions of moisture, 
temperature, compression ox chica 
action which may normally be encoun- 


tered. 


Wool Felt An Important 
Defense Material 


THE WOOL FELT INDUSTRY shortly will 
inaugurate an educational campaign 
calling the attention of the public to 
the widely diversified uses for wool 
felt, Not only the average person but 
even many manufacturers of standard 
articles as well do not realize the im- 
portance of this centuries-old prod- 
uct in the Defense program. An over- 
whelmingly large percentage of fabri- 
cated articles in both civilian and mili- 
tary use contain felt in their make-up 
and it is now being used as a substi- 
tute for rubber which faces a serious 
impending shortage; also for certain 
textiles, plastics, cork, leather, wood 
and other materials. 

Without felt to absorb vibration, fly- 
ing-fortresses and clipper ships would 
not be nearly as efficient as they are. 
Without its use as padding and as bear- 
ing surfaces and cushioning for gun 
turrets in fighting planes, as well as in 
tanks and artillery, there would not be 
such accuracy in firing. The metal hel- 
mets of the army are now being lined 
with felt, as are heavy overcoats. Pro- 
cessed into hard, circular buffing wheels, 
100 percent wool felt is used to polish 
lenses for military and naval use and 
for photography. For the operation of 
stationary machines it is used increas- 
ingly in mountings to absorb vibra- 
tion, 

Felt is said to be unequalled as a 
retainer of lubricant in moving ma- 
chine parts and its use as insulation 
in air-conditioning and heating equip- 
ment is extensive. 


4-lb. Radio Receiver 
and Transmitter 


A COMPLETELY self-contained radio 
telephone combination transmitter and 
receiver weighing only four pounds, 
and not much larger than the handset 
of a “French” telephone, which it re- 
sembles, has been announced by the 


Communications Division of Weltronic 
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Corporation. The unit is being made 
available to governmental agencies and 
services, including municipal divisions, 
public utilities, fire and police depart- 
ments, railroads and other transporta- 
tion agencies, as well as individuals, 
subject of course to licensing by the 
Federal Communications Commission 
where required. 

The built-in battery power supply 
for the new Weltronic “Trans-Ceiver” 
under continuous operation has a rat- 
ing of about 8 hours. This is equiva- 
lent to approximately a week to a 
month’s operation under ‘normal’ in- 
termittent service. The power supply is 
derived from standard commercial bat- 
teries in order to keep battery replace- 
ment cost at a minimum and facilitate 
maintenance of operation. 

With a range upwards of a mile over 
land, the units are provided with off 
and on switches and finger operated 
selector to change from transmitting 


to receiving and vice-versa, while talk- 
ing through the unit. 

Although the Weltronic “Trans-Ceiv- 
ers” are designed for operation on a 
single wave length, thus requiring no 
tuning in service, their frequency range 
is adjustable from 112 to 300 Mega- 
cycles through a simple externally ac- 
cessible screw adjustment. 

Also provided on the units are a 
volume control and a detachable ad- 
justable short fish-pole type of aerial. 





Do You Know That— 


A new type glass cutter is being 
brought out to cut curved lines. It is 
shaped like a pair of cutting pliers with 
specially designed, hardened jaws. (3) 

Tractor tires give a firmer grip in 
farm operations if filled with water 
rather than with air. (4) 





Perkin Medal 
Presented to Dr. Ittner 


THE PERKIN Mepat for 1942 was pre- 
sented on Jan. 9 to Dr. Martin H. Itt- 
ner of the Colgate-Palmolive-Peet Com- 
pany at a joint meeting of the Ameri- 
can Section of the Society of Chemical 
Industry, the American Chemical So- 
ciety, the American Institute of Chem- 
ical Engineers, the Electrochemical So- 
ciety and the Societe de Chimie Indus- 
trielle. The medal, which is awarded 
annually by the American Section of 
the Society of Chemical Industry for 
outstanding work in applied chemistry, 
was presented by Dr. Marston T. Bo- 
gert, following which Dr. Ittner gave 
an address on the subject “Forty-five 
years of Chemistry in a Soap Plant.” 

For almost 45 years Dr. Ittner has 
been in charge of research at Colgate- 
Palmolive-Peet Company or predeces- 





Meetings 


American Institute of Mining and 
Metallurgical Engineers — Annual 
Meeting, Engineering Societies 
Building, New York, N. Y. Feb. 
9-12. 

American Society for Testing 
Materials—Committee Week and 
Spring Meeting, Mar. 2-6, Hotel 
Cleveland, Cleveland, Ohio. 

American Society of Mechanical 
Engineers—Spring Meeting, Hous- 
ton, Texas, Mar. 23-25. C. E. Davies, 
secretary, 29 W. 39th St., New 
York, N. XY. 











sor companies. Among Dr. Ittner’s many 
contributions is his development of a 
successful commercial process for the 
hydrogenation of fatty oils, on which 
process he has been granted a number 
of patents. He has also made valuable 
contributions in the field of distillation 
and he holds several recent patents 
pertaining to new processes for glycer- 
ine production and fatty acid distilla- 
tion. He holds patents for the counter- 
current hydrolysis of fats with water 


Aeronautical Lending 


Library Endowed 


AN ENDOWMENT FUND of $65,000 has 
been established by Paul Kollsman, 
founder of the Kollsman Instrument 
Company, and given to the Institute of 
the Aeronautical Sciences to maintain 
a library for lending aeronautical books 
to anyone interested in bettering his 
knowledge of aviation. 

As the library is scientific in scope, 
this gift comes at an opportune time 
when hundreds of thousands of work- 
ers are engaged in the government’s 
huge aircraft construction program 
and the armed services have called for 
thousands of aviation cadets each 
month. Those who want to broaden 
their knowledge of aviation can _bor- 
row books from the library by mail 
without charge. 

In 1940, Mr. Kollsman and _ the 
Square D Company of Detroit under- 
wrote the upkeep of such a service. 
This has been so valued by students 
and engineers that Mr. Kollsman 
wished to make the fund permanent. 
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Standardization of aireraft is out 
of Army and Navy talk stage into 
reality. All through the war, as before, 
we tried everything possible, with other 
people’s battles as the best of all labora- 
tories. Now we are freezing design. 
Models are dropped without announce- 
ment, but you will miss them in the 
news. One well-known ship, in wide use, 
is already out and the manufacturer is 
taking his competitor’s design in for 
production. Another one is on its way 
out. Both have many fine characteristics, 
but other planes in their category have 
less faults. 


Freezing for action means more 
production pools, like the Boeing-Lock- 
heed-Vega pool, the four-plant automo- 
bile parts assembly pool, and the air- 
craft engine pool. More and more 
combinations building one plane will be 
formed. Greatest of these combines will 
be in the automobile industry. We 
haven’t seen anything big yet; to meet 
the President’s quota of 60,000 planes 
in 1942, we must go from where we are 
now, somewhere above 2,000 per month, 
to about 7,500 per month in order to 
average 5,000 per month. 


Fortunes of war have put Germany 
in an awkward position regarding air- 
craft. The Nazis developed some fine 
airplanes up to 1936 and 1937, and they 
put them into production for a quick 
victory. The victory didn’t come. Mean- 
while, the United States, and other 
countries to a lesser degree, went from 
Germany’s freeze point forward. With 
the result that Germany is now des- 
perately working on development of 
new models to meet the threat of ours. 
They have a few new ships, but not 
enough good ones to meet Boeing and 
Consolidated heavy bombers, our Aira- 
cobra and Republic fighters for low and 
high altitude respectively, our Martin 
and North American medium bombers, 
and others—some 15 top notch planes 
in all. Meanwhile, the United States, 
with its vast manpower, can spare 
enough engineers to go right ahead with 
full-scale development of new planes. 


Conerete bases for heavy machine 
tools, to take the place of cast iron, is 
being considered by engineers in OPM. 
By bases they mean the lower portions 
of the machines; and possibly the up- 
rights, or posts, of some of them could 
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be included. They mentioned boring, 
milling, and planing machines. The 
function of the bases, while they must 
have strength, is mainly weight and 
elevation of the work to convenient 
height. It is doubtful if application of 
cement would be considered for high 
speed operations. The engineers said 
they believed that properly reinforced 
concrete might do the job. 


500 wooden barges have _ been 
called for by the Maritime Commission 
and bids are invited for 50 to 100 such 
vessels. The craft would be of the “non- 
propelled deck-cargo” type, 60 ft. long, 
8 ft. wide, 5 ft. depth, and with a carry- 
ing capacity of 99 short tons. Mass pro- 
duction was called for by the time 
limits, which require delivery of the 
first barge at either New Orleans or 
Mobile in not more than 30 days from 
date of contract, and the last in not 
more than 110 days. 


Father of the submarine, inventor 
Simon Lake, has reminded Americans 
who were surprised at discovering midg- 
et Japanese submarines slipping about 
Pearl Harbor, that he had developed a 
two-man submarine in 1901, and had 
submitted it to the Navy which rejected 
it. The Japanese lost three in the attack 
at Pearl Harbor, at least one of which 
was recovered by American naval au- 
thorities for examination, The Jap subs 
are 41 ft. long, 5 ft. beam, with a low 
conning tower, and about 24 knots 
estimated surface speed. They were be- 
lieved to have a 200 mile cruising 
radius, and the one captured made a 
run of 100 miles from a parent ship. 
Made of 14-in. plate, the sub carried 
two 18-in. torpedo tubes, which com- 
pares with the standard 21-in. Ameri- 
can type on destroyers. The Navy gives 
no hint about working on similar craft. 


**Tank-killers”’ is the term assigned 
to a new type of anti-tank unit de- 
veloped by the United States Army 
after trials in maneuvers. The mobile 
unit comprises virtually a rolling for- 
tress, with six independently spring- 
mounted wheels on each side, 30 ft. 
long, 7 ft. high, traveling 80 m.p.h. on 
the highway, and armed with one 75- 
mm, gun, and two .50-cal. machine 
guns. Some 53 battalions built around 
these weapons are to be added to the 
army with plans for 144 eventually. 


Substitutes for 800 materials spegj. 
fications have been developed by the 
War Department. In many instance; 
where galvanizing has been the standard 
finish, zinc is being conserved by using 
paint, porcelain enamel, synthetic ep. 
amel, and black japan as the finish, As 
a base material in a few Quartermaster 
procurements, zinc is being replaced by 
galvanized iron or steel. As a substitute 
for nickel plating, paint or synthetic 
enamel is being widely used and bronze 
or porcelain finishes are being used in 
place of monel metal, containing much 
nickel. Oxidizing, clear lacquer, brass 
or copper plating, and Parkerizing 
process in which the metal is dipped in 
a hot zine oxide solution, are all being 
used instead of cadmium plating. 


Steel, east iron and malleable iron 
are being used as substitutes for alu- 
minum. Since steel has also become a 
critical material, a number of sub- 
stitutes for it have been added to Army 
specifications. Among these are con- 
crete, gypsum, wood, plywood, ceramic 
ware and galvanized iron. For the con- 
servation of aluminum, the Quarter- 
master Corps is now testing experi- 
mental vehicles equipped with cast-iron 
pistons. The added weight caused by 
this substitution increases the load on 
the bearings and affects the power of 
the vehicle, which may necessitate the 
re-designing of the motor. If the experi- 
ments prove successful, from 3 to 23 lb. 
of aluminum alloy will be saved in the 
manufacture of each new Army truck. 


Synthetic rubber program, says 
Dr. E. R. Weidlein, chief of Chemicals 
Branch of OPM, should be possible 
through pooling of patents, resources, 
experience and skills of rubber, chen- 
ical and petroleum industries. Enough 
raw materials are now in sight for half 
the program. Basic ingredients for 
“Buna S” type adopted as_ standard 
are butadiene and styrene. If high pri- 
ority ratings are assigned for stainless 
steel equipment, first 200,000 tons ca- 
pacity will be in production by the 
end of 1942. If raw materials question, 
now being discussed, is cleared up by 
July this year, the second 200,000 
tons capacity can be ready by the mid- 
dle of 1943. Experimentation will go 
on during production, with present out- 
look for a product 95 percent as eff: 
cient as crude rubber. 
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2w Materials and Parts 


Overtravel Type Switch 


Overtravel of at least zs in. is now 
incorporated in a line of Acrosnap 
switches. Travel for actuation remains 
at 0.001 in. as in the standard pin 
plunger type. Switches are rated at 10 
amp., 115 volts a.c. with a maximum 
wattage of 1,000; 5 amp., 250 volts a.c., 
with a maximum wattage of 1,000; 3 





amp., 450 volts a.c. at 1,000 watts. 
Pressure on the spring can be had from 
3 to 14 oz. The unit weighs approxi- 
mately 1 oz. and measures 11% x 13 x 33 
in. For added strength a large shank is 
on the button. Acro Electric Co., 3176 
Fulton Rd., Clevelaiid, Ohio. 


Paints for Civilian 
Applications 


To replace unavailable aluminum 
paints, the “Defense Line” of five paints 
has been produced for both new con- 
struction and maintenance applica- 
tions. Valdura Tank White, with a re- 
flectivity factor from 10 to 15 percent 
higher than that of aluminum paints, 
will replace the latter in applications 
where it is desirable to cut evaporation 
losses and reduce inside temperature. 
Resistant to oil and water, it will cover, 
with brush or spray, about 450 sq. ft. 
to the gal. Valdura Metal Lead Paint 
gives to all metal surfaces a protective, 
lead-colored metal coating resistant to 
acids, alkalies, fumes, rust and mois- 
ture. It sets in from 2 to 3 hr., dries in 
10 hr., and resists temperatures up to 
225 deg. F. Rated coverage is ap- 
proximately 600 sq. ft. of clean metal 
per gal. It may be used as a general 
metal primer under any paint except 
those containing asphalt. For low-cost 
protection of exposed metal surfaces, 
two Valdura Defense Grays are also 
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listed. Claims include permanent elas- 
ticity in the paint film and high resis- 
tance to rain, sun, grime, smoke and 
rust on outdoor structures subject to 
large temperature variations. Designed 
particularly for use where metal is sub- 
jected to conditions of extreme mois- 
ture, Valdura Enamelized Yellow Metal 
Primer may be applied on all metal 
surfaces. Its light yellow color permits 
a single coat of paint to hide the 
primed surface. Coverage is 500 sq. ft. 
to the gal. American-Marrieta Co., 43 
E. Ohio St., Chicago, II. 


Motors for Aircraft Service 


A line of motors in fractional-horse- 
power frame sizes has been produced 
for aircraft service. Designated as Type 
BA-25, -40, -50, and BC-21, -31, these 
direct current motors are furnished as 
series, compound, or shunt wound mo- 
tors with ratings ranging from 0.005 hp. 
at 7500 r.p.m. continuous, open, to 7 hp. 
at 7500 r.p.m. totally inclosed, no cool- 
ing air over the motor, one minute inter- 
mittent duty. They are available in five 
standard speeds, 1750, 2800, 3800, 5800, 
and 7500 r.p.m., although other speeds 
may be furnished. Motors can be sup- 
plied in either 12 or 24 volt construc- 
tion. Frames are of aluminum although 
magnesium castings may be used where 
weight must be held extremely low, and 
features include bolted-in pole pieces, 
precision balance, all ball bearing con- 
struction, and standard air corps flange 
mountings in styles Nos. II, III and IV. 
Although standard shaft extensions are 
plain, they may be obtained with cut 
spline or other special features. 

Motors are equipped with AM-3102 
connectors, but leads can be brought out 
to the sides of the motor and held in 








place by a rubber plug if necessary. All 
types for either grounded or ungrounded 
wiring systems may be obtained. Gen- 
eral Electric Co., Schenectady, N. Y. 


Protected Motor 


Cast as part of the frame, a wide rib 
forms an unbroken circle of protection 
around the stator. One-piece cast frame 
and cast end-shields guard the motor 
from exterior knocks and abuse. Also in 
this new line, a liberal use of materials 
makes these motors mechanically and 
electrically stronger because current 





and magnetic densities are less extreme. 
Bearing design has been improved for 
full flow lubrication and easy mainte- 
nance. Rotor is keyed to the shaft, and 
is turned to obtain accurate airgap. 
Other features of the Lo-Maintenance 
motors are oil drains at bottom of bear- 
ings for easy flushing; removable end- 
brackets; and large conduit box. Allis- 
Chalmers Mfg. Co., Milwaukee, Wis. 


Rotary Oil Seal 


“Rotorseal” is a device which acts as 
a positive seal at the point of transmis- 
sion when air or oil, under pressure or 
vacuum, is transmitted from a station- 
ary member to a 1otating member o1 
vice-versa. It consists of a shaft rotating 
in a sealed double row ball bearing 
mounted in a housing, the seal of which 
is achieyed by a special non-metallic 
seal nose bearing against the face of 
the rotating shaft. A spiral spring pro- 
vides self-adjustment for the lapped 
bearing surfaces to compensate for 
wear and maintain a constant, positive 
seal with minimum friction, Rotorseal 
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can be run continuously in either direc- 
tion, and reversed as often as necessary 
at pressures up to 150 lb., temperatures 
up to 200 deg. F., and speeds up to 
2,000 r.p.m. It comes in five sizes, with 
passages 4 in. to 1% in. Kellog Div. 
of American Brake Shoe & Foundry 
Co., 97 Humboldt St., Rochester, N. Y. 


Mercury Switch 


The peculiar characteristics of this 
“Double Flow” switch are said to make 
it highly resistant to vibration. Two 
streams of mercury pulling in opposite 
directions, until severed over a ceramic 
barrier, prevent double contacting 
where vibration exists. When closing, 
the two approaching bodies of mercury 
pile up a double thick electrical con- 
ductor. It is claimed that the switch 
works equally well whether opened with 
a slow rolling motion or with a high 
speed mechanical snap action. Switches 
are housed in an unbreakable metal 
case and are available in 10, 20, 35 and 
65 amp. sizes. Durakool, Inc., 1010 N. 
Main St., Elkhart, Ind. 























116 


Welded Stainless Tubing 


Electrically welded stainless steel 
tubing having high resistance to corro- 
sion, strength with minimum weight, 
and uniformity of structure will be mar- 
keted under the trade name of “Glo- 
weld.” As the stainless strip is welded 
in such a way as to result in a tube 
with very little “flash” the amount of 
grinding or cutting off of flash to obtain 
a smooth finished tube is reduced to a 
minimum. The manufacturers say that 
as the weld metal closely approxi- 
mates the structure of the tube itself, 
this tubing can be readily bent, coiled, 
swaged and formed. Strength at high 
temperatures and low comparative cost 
are among advantages claimed. As well 
as in a wide range of diameters and 
wall sizes, tubing will be furnished in 
practically all the stainless steel analy- 
ses. Globe Steel Tubes Co., Milwaukee, 
Wis. 


Streamlined Motor 


Smaller in diameter and length than 
the standard NEMA motor of similar 
power, a line of streamlined motors has 
terminal box at the bottom, or at either 
side, top or an angle if desired. This 





line of motors is built in a frame 8 in. in 
diameter by 10° in. long, and in sizes 
1% to 2 hp. in all standard speeds. They 
are polyphase AC motors. The Ohio 
Electric Mfg. Co., 5900 Maurice Ave., 
Cleveland, Ohio. 


Packing of Synthetic Rubber 


Qualities claimed for a newly com- 
pounded synthetic rubber, which can 
be made in various shapes and sizes 
of packing and other molded and ex- 
truded parts, are exceptional oil resist- 
ance, flexibility and ability to seal pres- 
sures at extremely low temperatures. 
Such packings are recommended par- 
ticularly for aircraft use and wherever 
there is a wide variation of tempera- 
tures. The Monarch Rubber Co., Hart- 
ville, Ohio. 
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Infra-Red Heat Lamp 


A recent development in_ infra-red 
heat lamps consists of a ring lining of 
silver inside the bulb at a point jug 
below the focal point of the filament 
This is said to eliminate the 25 percent 
loss of heat rays characteristic with or. 
dinary bulbs. The ring leaves a clea 
“bullseye” spot through which heat 
beams are projected. 

To keep the bulb from loosening up 
under the high heat developed in infra. 
red tunnel installations, it is manufac. 
tured with mechanical strap-in base, 
In the 250-watt size, tungsten filament 
only, the new bulb will fit the standard 
Edison screw socket and has an aver. 
age burning life of more than 5,000 br. 
Wabash Appliance Corp., 335 Carroll 
St., Brooklyn, N. Y. 


Thermostat 


A recently developed thermostat. 
Type ASK-BB, is provided in three units 
with maximum operating temperatures 
of 300 deg., 450 deg., or 700 deg. F. 
With large silver contacts, the assembly 
comprises a 1% in. bi-metal element, 
mica-insulated from a %%-in. spring. 
Two insulated mounting holes complete 
the assembly. The unit is capable of 
handling 1500 waits, at 150 or 230 
volts a.c. It can be supplied in either 
normally open or normally closed type. 
Temperature setting is increased by 
turning adjusting screw clockwise. 
Manufacturers recommend the use of 
this thermostat on electrically heated 
cabinets, flat irons, rubber vulcanizing 
equipment, radio transmitters, ete. 
George Ulanet Co., 88E Kinney St. 
Newark, N. J. 
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Mixer With V-Belt Drive 


This top entering propeller type mixer 
is equipped with V-belt drive for such 
applications as opea tanks, closed tanks, 
pressure or vacuum vessels and for 
attachment to standard size nozzles. 
Feed can be changed by changing the 
sheave and pulleys, or variable speed 
pulleys can be provided on the motor 
which allows approximately 25 percent 
speed variations, from 400 to 600 r.p.m. 
Mixers can be furnished with electric- 
ally conducting belts to do away with 
danger from static electricity in hazard- 
ous locations. Oil resisting belts can 





also be furnished when necessary. Mo- 
tors, in standard horizontal NEMA 
frame can be standard, semi-inclosed, 
drip proof or totally inclosed, air jack- 
eted, or explosion proof as required for 


service. Shaft and impellers are se- 
lected according to the materials being 
mixed, and can be made from any ma- 
chineable metal or alloy. Units range 
in size from 1 to 25 hp., and may be 
mounted in any desired fashion on any 
size or shape tanks. Mixing Equipment 
Co., Rochester, N. Y. 


Dust Collector 


A new dust collector having a rating 
of 600 cu.ft. per min. is designed to 
exhaust pedestal, bench and surface 
grinders, cut-off machines, etc. Known 
as the “Dustkop 600” it is equipped 
with a 14 hp., 3450 r.p.m., 110 volts a.c. 
continuous duty single-phase motor to 
provide a water lift of approximately 
3.3 in. It can be mounted on a grinder, 
or on the floor behind the machine. 
When connected with tool grinders, 
the unit comes with a _ two-way 
intake flange. Two lengths of 2-in. 
flexible rubber hose complete the con- 
nection between the unit and the wheel 
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hoods. An intake flange to accommo- 
date a 5 in. pipe elbow is supplied when 
the unit serves only one wheel. Dust 
and dirt collected are removed by lifting 
the louvered cover, taking out the filter 
assembly, and removing the pan into 
which dust has fallen. Filters of the 
spun glass variety are said to stop over 
99 percent of the dust and are quickly 
renewable at low cost. Aget-Detroit 
Mfg. Co., Detroit. Mich. 


Blackout Paint 


For darkening plant windows and 
skylights, a paint is now marketed in 
paste form which may be cut 50 percent 
with water, sprayed or brushed on glass 
to prevent all passage of light. Coverage 
is 800 sq.ft. to the gallon. It dries 
within 40 minutes, leaving a black sur- 
face that does not glare when hit by 
artificial light. In interior applications 
a single coat may be covered with white 
paint where the reflection from large 
glass surfaces is needed for illumina- 
tion. Called Valdura Blackout, the paint 
may be removed from glass without 
damage. American-Marietta Co., 43 E. 
Ohio St., Chicago, Ill. 


Cellulose Acetate Tubing 


Tubing of 7s in. to 3 in. inside diame- 
ter, in assorted gauges, is made of 
Lumarith Protectoid in round, oval 
and square shapes, and in continuous 
lengths that can be cut to required 
sizes as it emerges from the winder. 
It is available in clear transparent 
form, or with a paper or fiber base hav- 
ing an outside laver of the Lumarith 
Protectoid. Some of the uses of this 


material are as cores for speaker field 
coils, in bobbins, for random wound 





ignition coils, spaghetti insulations for 
wire, and for protection of delicate 
metal parts such as micrometer handles. 


Celluloid Corp., New York, N. Y. 


Control Stations 


A new series of Class 9001, Type M 
pushbutton stations and inclosures is 
available for 3, 6, 9, 12, and 16 push- 
button, selector switch, or pilot: light 
control units, Each may be furnished 
as an assembled station or as an in- 
closure only. Closing plate assemblies 
are provided for unused openings in the 
coverplate. Inclosures consist of a cast 





iron case, gasket, and steel coverplate 
designed to accommodate standard con- 
trol units. Square D Co., 4041 Richards 
St., Milwaukee, Wis. 


Custom Made Lock Washers 


With a special die stamping process, 
the manufacturers claim the production 
to definite requirements of 100 custom 
made lock or thrust washers from vari- 
ous sheet alloys at a cost no greater 
than that of 6 or 8 hand made washers. 
Present capacities are said to range in 





diameter sizes of from ¥% in. to 12 in. 
of any alloy sheet that can be die 
stamped. A special compound die is 
used. Dayton-Rogers Mfg. Co., Minne- 
apolis, Minn. 
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Books and Bulletins 





Plastics Reference Library 


Three volumes, Index, one-year sup- 
plemental bulletin service. Published by 
Plastics Industries Technical Institute, 
186 S. Alvarado St., Los Angeles, Cal. 
Price $125. 


Compiled to be the most complete 
collection of information on plastics, 
these three volumes are classified and 
indexed so that the answers to almost 
any plastic problem can quickly be 
found. All types of materials and all 
phases of the industry are covered. The 
material is easy to read, logical in 
thought, and is arranged for quick 
reference. 

The data were written and compiled 
by men with long experience in the 
plastics industry, under the direction of 
John Delmonte and E. F. Longee, and 
were originally prepared as lessons for 
an extension course of the Plastics In- 
dustries Technical Institute. Printing of 
the volumes was done by photo-offset. 
Actual samples of the various types of 
plastics molding and laminating mate- 
rials are bound in with the text. 

In addition to the three major vol- 
umes of the reference library, a one- 
year supplemental bulletin service will 
keep the data up to date. Supplements 
will be published once every month. A 
subscription to Plastics Trends also is 
included. 


Principles of Electron Tubes 


HerBert J. ReicH—408 pages, 6x9 
in., illustrated. Green clothboard covers. 
Published by McGraw-Hill Book Co., 
Inc., 330 West 42nd St., New York, 
N. Y. Price $3.50. 


While basically an abridgement of a 
longer work by the same author, this 
book is intended for those who do not 
specialize in communication engineer- 
ing. Beginning with a presentation of 
the elementary principles of electronics 
and the laws and factors governing 
thermionic emission, it continues with 
chapters on the structure and operation 
of high-vacuum tubes and circuits. To 
reduce complexity of theory several 
simplifying assumptions are made, but 
references to rigorous treatments are 
included. The treatment covers the field 
well and always includes references to 
advanced analyses of structures and 
circuits, 

Over 100 pages, however, are devoted 
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to the theory and application of various 
discharge tubes, thyratrons, ignitrons 
and so forth, and to photo-sensitive 
tubes. One chapter describes the power 
tubes and glow tubes and emphasizes 
methods of control for different uses, 
such as for rectifiers and welding con- 
trols. Another chapter, after surveying 
the theory of photo-electric phenomena, 
gives prominence to characteristics of 
and circuits for phototubes, although 
photo-voltaic and photoconductive cells 
are also covered. The material through- 
out is clearly explained and well il- 
lustrated. 


Properties of Metals At 
Subatmospheric Temperatures 


H. W. Gittett—112 pages, 6x9 in. 
Published by the American Society for 
Testing Materials, 260 S. Broad St., 
Philadelphia, Pa. Price $2.50. 


This little volume represents an enor- 
mous amount of work performed by 
many laboratories and considerable ma- 
terial from existing literature on the 
subject, all classified and discussed by 
Dr. Gillett. There are 142 tables of data 
included, covering impact and tensile 
data for both ferrous and non-ferrous 
metals. The tables are accompanied, 
however, by information on test limita- 
tions and the reports and suggestions 
of other observers. Limitations of 
present knowledge and testing methods 
are Clearly pointed out. The result is as 
full and complete a treatment as is now 
available on this subject. 


A.S.T.M. Standards 
1941 Supplement 


Part I—Metals, 619 pages. Part II— 
Non-metallic materials, constructional, 
449 pages. Part I1I—Non-metallic ma- 
terials, general, 663 pages. 644x914 in. 
Blue leatherette covers, Published by 
American Society for Testing Materials, 
260 S. Broad St., Philadelphia, Pa. 
Price (to non-members) $3 one part, 
$5 two parts, $7 three parts. 


Completing their publication of the 
Book of Standards begun in 1939, the 
A.S.T.M. has just issued this three 
volume 1941 Supplement, adding an- 
other 370 standards and tentative stand- 
ards to round out the task. With the 
books come stickers showing changes 


in the standards published in 1939 and 





1940 and intended for pasting on ty 
pages of those books. With the bog, 
also comes the 196 page Index whic, 
provides a handy reference to the entiy 
three years’ work and also gives 4j 
serial designations in numerical orde, 


Plastic Molding 


D. A. DEarRLE — 8 illustrations, 13) 
pages. Blue clothboard covers. Py}, 
lished by Chemical Publishing Co., Ing. 
234 King St., Brooklyn, N. Y. Price $4 


Written as a comprehensive study ¢j 
the plastics molding plant, this jug. 
published book contains four chaptey 
on equipment, management and mer. 
chandising which the design enginee 
can afford to skim over, but the remaip. 
ing chapters give the designer much 
background information for the desig 
of plastic parts. One chapter of par. 
ticular value details the principal cop. 
siderations of mold and parts desig, 
covering such items as die construction, 
metal inserts, shrinkage, lettering anj 
product engineering. Other chapter 
give the history of plastics, describe 
briefly the various plastic materials, and 
explain molding and finishing tech. 
niques. 


Inspection and Tolerances for Gears 

10 pages, 83x11 in. Mimeographed sheets 
Issued by American Gear Manufacturers 
Association, J. C. McQuiston, manager: 
secretary, 602 Shields Building, Wilkins 
burg, Pa. 


This tentative standard titled “Recom 
mended Practice of the American Gea 
Manufacturers Association for Inspection 
and Tolerances for Gears, Part I—Spur 
and Helical Gears, revised October 1941 
is intended to form a practical basis upo 
which gears can be manufactured, in 
spected, sold or purchased. Four classes o! 
gearing are listed according to use. The 
fundamental errors of gear teeth for which 
tolerances are given are: Runout, pitch 
error, accumulated error, profile error, ani 
lead error. Each is defined and explained 
briefly. Inspection tolerances for the fie 
errors are given in chart form. 


Outline of the Metallurgy of 
Iron and Steel 
Harry K. Inric—third edition, 80 pages, 
6x9 in., blue buckram covers. Published by 
Globe Steel Tubes Co., Milwaukee, Wis 


Written in a forthright manner, this oUt 
line will provide both shop foremen aé 
engineers with a ready reference for thei 
questions on elementary metallurgy. In # 
progression from cast iron through hea 
and corrosion resisting alloys, the book 
takes up the properties of various iol 
and steels as well as the methods of thei 
manufacture. Altogether, it is easy aM 
educating reading for the person not 1 
well grounded in knowledge of iron a 
steel. 
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AIRCRAFT WELDING 


Strength of Fusion Welds 


WELDED JOINTS in aircraft tubing and 
sheet are generally designed so that 
most of the load or all of the load is 
carried in shear. The formula for de- 
termining allowable load, as given by 
Army, Navy and Commercial specifica- 
tion ANC-5 is: 
P=Ltf, 

where P = allowable load in |b. 

L = length of weld in in. 

t = inches thickness of thinnest 
material joined by lap or butt welds. 
In tube assemblies ¢ is the average 
thickness of weld metal (cannot be 
assumed greater than 1.25 times thick- 
ness of welded stock). 

$ = ultimate tensile strength, lb. per 
sq. in. 

f,= constant times ultimate tensile 
stress, lb. per sq.in. 


- STEEL S fs 
SAE 1025 — 32,000 
SAE x 4130, 90.000 43,200 


no heat-treat 
SAE x 4130, 90,000 to 0.48 times 
heat-treated 150,000 heat-treated 
value 


SAE x 4130, Over 150,000 72,000 
heat-treated 


The nomograph on the next page 
gives allowable load quickly. An exam- 
ple is shown for the following condi- 
tions: L = 4 in., S = 100,000 lb. per 
sq.in., and ¢ = 0.250 in. Line (1) is 
drawn through 100,000 on S-scale and 
0.25 on t-scale and gives intersection 0 
on line A-A. Line (2) is drawn through 
4on L-scale and point 0 to allowable 
load lines and gives P = 48,000 Ib. 
Gage numbers of tube and sheet are 
shown for convenience. 

Pure tension (butt) welds are per- 
missible using the above formula and 
allowables provided such welds are de- 
signed with a factor of two for non- 
repetitive loads increasing to a factor 
of four for highly repetitive and revers- 
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R. R. WIESE 
Fleetwings, Inc. 


ing stress, in the opinion of some. rial used as weld metal. Solution is 

The nomograph on this page enables similar to that for determining length 
quick computation of the required of weld, line (1) being used for multi- 
weight of welding rod taking mto ac- plying 66° by d, and line (2) to divide 
count electrode losses from scrap ends the result by 1 — x and give the de- 
and from spatter and flux coatings, sired value of M. The terms are defined 
dimensions of weld fillet, and the mate- on the chart. 





WELD ROD REQUIREMENTS 
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Strength of Fusion Welds on Aircraft 


(Specification ANC-5) 





R. R. WIESE 
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